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ABSTRACT 


Tests  are  reported  in  which  air  incidence  angle  was 
varied  to  a  cascade  of  20  blades,  5  inches  in  chord  with 
aspect  ratio  of  2.0  and  solidity  of  1.67.  Preliminary 
blade  element  performance  data  were  obtained  using  pneu¬ 
matic  probe  surveys  and  surface  pressures  were  also  measureed. 
Results  of  preparatory  tests  of  a  similar  cascade  of  15 
C-series  blades  at  a  solidity  of  1.28  are  also  included. 
Whereas  the  flow  in  the  C-series  blading  cascade  was  always 
acceptable,  the  flow  in  the  DCA  blading  cascade  was  not 
acceptable  at  negative  incidence  angles.  A  modification 
of  the  cascade  inlet  guide  vanes  is  recommended  which  will 
guarantee  periodic  conditions  and  serve  to  generate  more 
nearly  uniform  inlet  flow  at  all  test  conditions. 
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INTRODUCTION 


I . 

Cascade  tests  provide  two-dimensional  blade-element  per¬ 
formance  data  which  are  required  in  the  design  of  compressors 
and  turbines.  Reference  1  describes  how  cascade  measurements 
are  obtained  and  then  used  in  the  design  process.  The 
importance  of  obtaining  uniform  inlet  flow,  periodic  outlet 
flow  and  two-dimensional  flow  conditions  in  the  cascade  is 
emphasized,  and  reemphasized. 

The  present  facility,  as  modified  by  Moebius  [Ref.  2]  from 
the  original  design  described  in  detail  by  Rose  and  Guttormson 
[Ref.  3],  permits  a  wider  range  of  blading  conf igurations  to 
be  tested  (both  compressor  and  turbine)  than  can  normally  be 
accommodated  in  a  single  cascade  facility.  The  unusual  ar¬ 
rangement  of  the  facility  however  required  that  its  suita¬ 
bility  for  testing  compressor  cascades  be  established  very 
carefully.  Preliminary  studies  were  performed  by  Duval  [Ref. 
4]  which  indicated  that  excellent  flow  conditions  could  be 
achieved  in  the  cascade,  without  suction,  using  15  blades  with 
an  aspect  ratio  of  approximately  two.  The  absence  of  suction 
resulted  necessarily  in  some  degree  of  streamline  contraction. 
Measured  in  terms  of  "Axial-Velocity-Density-Ratio  (AVDR) , " 
Duval's  results  were  for  AVDR  ;  1.06. 

In  the  study  reported  herein,  a  series  of  cascade  wind 
tunnel  tests  were  carried  out  using  a  specific  compressor 
cascade  of  Double  Circular  Arc  (DCA)  blading.  The  testing 
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was  undertaken  to  provide  a  baseline  of  experience  and  to 
document  a  reference  set  of  performance  data  for  the  particu¬ 
lar  cascade.  The  data  would  later  serve  as  a  reference  with 
which  to  compare  the  performance  of  a  similar  cascade  of 
"controlled  diffusion"  (C.D.)  blading  to  be  tested  in  a  sub¬ 
sequent  phase  of  the  program.  The  overall  purpose  of  the 
program  was  to  obtain  data  with  which  to  verify  design  pre¬ 
diction  and  computational  codes  developed  by  NASA  to  compute 
two-dimensional  flow  through  compressor  cascades  [Ref.  5]. 

Preliminary  tests  to  vary  air  incidence  angle  were  carried 
out  using  the  C-series  blading  reported  by  Duval  [Ref.  4]. 

The  results  are  given  in  Appendix  A.  The  results  obtained 
for  turning  angle  and  losses  agreed  reasonably  well  with  those 
calculated  for  C-series  blading  using  Reference  1.  The  test¬ 
ing  also  showed  that  the  cascade  provided  an  acceptable  area 
of  spanwise  uniform  flow  over  a  wide  range  of  diffusion  factors. 

To  meet  the  required  cascade  design  solidity  of  1.67  while 
maintaining  an  aspect  ratio  of  approximately  2.0,  the  DCA 
blades  were  designed  to  have  a  5.01  inch  chord  and  were  set 
at  a  spacing  of  3  inches.  This  required  20  blades  to  be 
mounted  in  the  test  section.  Tests  were  conducted  at  reference 
and  at  two  positive  and  two  negative  incidence  angles  to  ob¬ 
tain  results  at  on-  and  off-design  conditions. 

The  performance  results  obtained  were  found  to  follow 
qualitatively  the  data  correlation  given  in  Reference  1.  Con¬ 
tinuity  and  momentum  balances  showed  the  results  to  be 
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consistent  with  having  two-dimensionality  with  a  streamline 
contraction  which  was  acceptable  at  all  incidence  angles. 
However,  inlet  conditions  which  were  periodic  in  total  pres¬ 
sure  as  a  result  of  wakes  from  inlet  guide  vanes  were  found 
to  be  incompatible  with  the  new  3  inch  spacing  of  the  test 
blades.  The  2  inch  separation  of  the  guide  vane  wakes  pro¬ 
duced  periodicity  every  two  blade  passages  instead  of  every 
passage.  The  recommendation  was  made  that  the  guide  vane 
section  be  modified  to  provide  guide  vanes  at  1  inch  inter¬ 
vals,  and  the  reported  tests  repeated. 

The  present  report  documents  the  tests  and  the  experimental 
procedures  followed  in  obtaining  the  data.  Following  a  des¬ 
cription  of  the  facility  and  measurement  techniques  in  Section 
XI  and  a  review  of  cascade  concepts  in  Section  III,  Section 
IV  reports  the  test  program  and  procedures  employed.  Results, 
discussion  and  conclusions  follow  in  the  remaining  sections. 

The  form  of  the  momentum  balance  and  derivations  of  the  loss 
coefficients  used  in  analyzing  the  results  are  given  in 
Appendices  B  and  C  respectively.  Appendix  D  is  reproduced 
without  change  from  Duval  [Ref.  4],  and  describes  the  calcu¬ 
lation  of  the  AVDR . 
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II. 


FACILITY  AND  MEASUREMENTS 


A.  CASCADE  WIND  TUNNEL 

1 .  Wind  Tunnel 

Figure  1  is  a  schematic  of  the  complete  test  facility. 
Figure  2(a)  is  a  photograph  of  the  subsonic  cascade  wind  tun¬ 
nel  test  section  showing  its  relatively  large  size.  A  view 
of  the  test  section  with  the  DCA  blading  installed  is  shown 
in  Figure  2(b).  The  dimensions  of  the  cascade  and  the  loca¬ 
tion  of  wall  static  pressure  ports  and  upper  and  lower  probe 
survey  planes  are  shown  in  Figure  3. 

2 .  Instrumentation 

a)  Wall  Pressure  Taps 

Static  pressure  taps  were  located  on  the  south 
wall,  16.25  inches  axially  ahead  of  mid-chord  and  6.5  inches 
axially  behind  the  mid-chord.  Twenty  taps  were  spaced  at  two 
inch  intervals  along  the  wall  in  the  blade  to  blade  direction 
at  each  axial  location.  The  taps  were  connected  to  a  water 
manometer  board  so  that  the  static  pressure  distribution  of 
the  inlet  and  outlet  could  be  monitored  visually. 

b)  Survey  Probes 

A  United  Sensor  Corporation  DA-125  probe,  Serial 
No.  A847-1  (Fig.  4)  was  used  in  upper  plane  surveys.  A 
United  Sensor  Corporation  DC-125-24-F-22-CD  probe,  Serial 
No.  A981-2  (Fig.  5)  was  used  for  lower  plane  measurements. 

A  spanwise  rake  of  static  and  total  pressure  sensors  was  also 


used  to  rapidly  obtain  surveys  of  the  inlet  flow  field.  The 
probes  are  described  in  detail  by  Duval  [Ref.  4] . 

c)  Reference  Measurements 

Plenum  chamber  (supply)  pressure  and  temperature 
were  recorded  for  each  probe  data  sample.  The  plenum  pres¬ 
sure  was  also  displayed  on  the  manometer  board.  The  total 
temperature  in  the  test  section  was  assumed  to  be  that  of 
the  plenum. 

B.  TEST  BLADING 

1 .  Design  and  Construction 

The  test  blading  was  representative,  at  larger  scale, 
of  the  midspan  section  of  the  stator  of  the  compressor  stage 
reported  in  Reference  6.  The  blades  were  constructed  using 
the  coordinates  listed  in  Table  I.  A  detail  of  the  blade 
tip  is  shown  in  Figure  6. 

2 .  Instrumentation 

Three  blades  were  fitted  with  surface  pressure  taps 
along  the  midspan  section  (Figure  7) .  The  centermost  blade 
had  19  ports  on  each  of  the  pressure  and  suction  surfaces  and 
one  tap  at  the  leading  edge.  A  photograph  of  the  centermost 
blade  is  shown  in  Figure  8  and  the  tap  locations  are  given 
in  Figure  9. 

C.  DATA  ACQUISITION  AND  ANALYSIS 

Data  was  logged,  reduced,  and  plotted  using  the  Hewlett- 
Packard  HP-3052A  Data  Acquisition  System  shown  in  Fig.  10 
[Ref.  7] .  The  system  used  an  HP-9845A  calculator  as  a 
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controller,  with  components  connected  on  an  HP-98034A  HP-IB 
Interface  Bus.  An  HG-78K  Scanivalve  Controller  was  used  with 
two-scanivalves .  This  system  allowed  concurrent  acquisition 
of  probe  and  blade  surface  pressure  measurements. 

The  programs  used  in  the  present  study  were  developed 
from  those  described  by  Duval  [Ref.  8],  The  modifications 
were  documented  in  a  revision  of  Reference  8  (Ref.  9). 

The  uncertainty  in  the  measurements  is  given  in  Table 

II . 


III.  REVIEW  OF  CASCADE  AND  TESTING  CONCEPTS 


A.  NOMENCLATURE 

The  terminology  used  here  follows  Chapter  6  of  Reference 
1.  Figure  11  shows  a  general  cascade  geometry  and  defines 
inlet  and  outlet  air  angles,  blade  to  blade  and  spanwise 
coordinates . 

B.  REQUIREMENTS  ON  TEST  CONDITIONS 

For  cascade  wind  tunnel  data  to  be  an  accurate  measure 
of  the  two-dimensional  performance  of  the  test  blading,  the 
flow  field  must  be  shown  to  meet  conditions  of  inlet  uni¬ 
formity,  two-dimensionality  and  periodicity  between  blade 
rows.  These  fundamental  conditions  are  discussed  at  length 
in  References  1,  4  and  10. 

1 .  Uniform  Inlet  Flow 

Uniform  inlet  flow  is  a  requirement  common  to  all  wind 
tunnels.  Toward  this  aim,  in  the  present  facility,  Moebius 
[Ref.  2]  incorporated  a  modified  bellmouth  contraction  which 
generated  a  uniform  flow  of  air  at  the  entrance  to  the  test 
section.  There,  a  row  of  30  adjustable  inlet  guide  vanes 
(Fig.  1)  at  2  inch  intervals  provided  the  means  by  which  the 
flow  to  the  test  cascade  could  be  turned  uniformily  to  become 
parallel  to  the  lower  end  walls.  A  mechanism  was  incorporated 
to  allow  the  adjustment  of  the  flow  to  be  made  with  the  cascade 
in  operation.  The  design  of  the  lower  section  ensured  that 
all  inlet  air  travelled  the  same  distance  between  the  turning 
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vanes  and  the  test  blading.  This  ensured  a  uniform  boundary 
layer  growth.  The  present  inlet  configuration  was  shown  to 
provide  flow  to  the  test  blading  which  was  uniform  but  with 
an  added  periodic  component  in  the  total  pressure  which  was 
the  result  of  inlet  guide  vane  wakes  [Ref.  11]. 

2 .  Two-Dimensional  Flow 

Two-dimensional  flow  conditions  must  also  be  approached 
in  the  test  section.  This  implies  that  the  flow  in  the  cen¬ 
tral  test  plane  is  independent  of  spanwise  displacement. 
Streamline  contraction  between  the  inlet  and  outlet  test 
planes  can  however  occur.  As  discussed  by  Erwin  and  Emery 
[Ref.  9]  interaction  of  the  tunnel  side-wall  boundary  layers 
of  the  test  airfoils  is  believed  to  be  a  primary  cause  for 
flow  not  remaining  two-dimensional. 

The  problem  is  reduced  in  many  facilities  by  using 
suction  through  porous  walls  in  the  area  of  the  blade  ends 
to  remove  the  sidewall  boundary  layers.  Because  of  the  large 
scale,  the  inlet  geometry  and  high  Reynolds  number  of  the 
present  facility,  the  need  for  suction  to  obtain  two  dimen¬ 
sionality  is  reduced.  Duval  [Ref.  4]  demonstrated  that  with 
an  aspect  ratio  of  approximately  two  the  present  facility 
provided  nearly  two-dimensional  flow  over  greater  than  fifty 
percent  of  the  span  of  a  moderately  loaded  compressor  cascade. 
However,  without  suction,  because  of  the  growth  of  the  side 
wall  boundary  layers,  the  flow  on  the  center  plane  through 
the  blading  must  always  correspond  to  a  flow  with  some  stream¬ 
line  contraction. 
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The  degree  to  which  truly  two-dimensional  flow  (with¬ 
out  streamline  contraction)  is  achieved  can  be  examined  by 
checking  continuity  using  the  measured  midspan  inlet  and  out¬ 
let  conditions.  The  "Axial-Velocity-Density-Ratio"  (AVDR) 
described  by  Duval  in  Appendix  D  is  a  measure  of  the  two 
dimensional  continuity  out-of -balance .  Another  check  on  the 
degree  of  two-dimensionality  of  the  flow  is  made  by  perform¬ 
ing  a  momentum  balance  over  one  blade  passage.  The  change, 
in  the  momentum  of  the  outlet  compared  to  the  inlet  air  is 
related  vectorially  to  the  pressure  rise  and  the  force  on  the 
blade.  The  components  of  force  are  obtained  by  integrating 
the  pressures  distributed  over  the  blade  surface  area  (Appen¬ 
dix  B) .  A  necessary  condition  for  two-dimensionality  with 
streamline  contraction  is  that  there  exist  at  least  some 
region  of  the  flow  in  the  center  of  the  span  which  is  inde¬ 
pendent  of  the  spanwise  displacement. 

3 .  Periodic  Flow 

Since  the  cascade  is  simulating  an  infinite  row  of 
blades,  the  conditions  in  one  blade  passage  should  be  identi¬ 
cal  to  those  in  any  other.  Therefore  in  the  blade-to-blade 
direction,  all  measurements  should  depend  on  position  in  a 
periodic  fashion.  This  is  the  so-called  periodicity  require¬ 
ment.  Since  the  two  end  passages  are  bounded  by  walls  rather 
than  streamlines,  they  produce  flows  unlike  those  in  the  other 
passages  through  the  cascade.  For  cascades  having  few  blades 
(less  than  ten),  the  end  passage  flows  are  critical  to  the 
process  of  achieving  truly  periodic  conditions  over  the  more 
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central  blade  passages.  By  using  20  blades  the  importance 
of  the  end  passages  was  greatly  reduced.  In  practice  it  has 
been  observed  that  the  flows  through  the  center  blade  passages 
are  not  detectibly  affected  by  the  slight  movement  of  the 
exit  end  walls  and  hence  the  end  passages  themselves  must 
not  be  of  critical  importance.  Periodicity  can  be  examined 
by  comparing  outlet  conditions  measured  over  two  or  more 
blade  passages.  With  pressure-instrumented  blades,  periodicity 
is  accurately  checked  by  comparing  surface  pressure  measure¬ 
ments  made  on  adjacent  blades. 

C.  USE  OF  REFERENCE  QUANTITIES 

In  practice  small  variations  in  the  blower  speed  (and 
therefore  in  the  inlet  dynamic  pressure)  during  the  time 
required  for  a  probe  survey  are  unavoidable.  This  requires 
that  quantities  derived  from  measurements  be  referenced  in 
some  way  to  tunnel  supply  conditions  before  being  integrated 
in  order  to  remove  the  effect  of  time  dependent  variations. 
Duval  [Ref.  4]  demonstrated  that  the  plenum  conditions  can 
be  used  as  a  basis  for  obtaining  suitable  reference  quanti¬ 
ties.  Similar  procedures  were  followed  throughout  the  present 
work. 

D.  PERFORMANCE  PARAMETERS 

The  performance  of  a  cascade  is  specified  in  terms  of  the 
deviation  angle  (5)  and  the  loss  coefficient  ( )  for  given 
inlet  conditions.  In  Ref.  1  the  loss  coefficient  is  shown 
to  correlate  in  terms  of  the  Diffusion  Factor  (D) .  In  the 
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present  wo*  *,  the  performance  parameters  were  calculated  using 
the  following  expressions: 


1 .  Loss  Coefficient  (u) 


a) 


(1) 


where  the  mass  averaged  pressure  coefficients  in  Eg .  1  are 
defined  in  Appendix  C.  It  is  shown  in  Appendix  C  that  the 
effect  of  time  dependent  supply  conditions  are  removed  and 
the  effect  of  AVDR  is  included  in  the  use  of  Eq.  (1) . 

2.  Diffusion  Factor  (D) 


D 


iW 


u 


2cW-, 


(2) 


3.  Pressure  Rise 


C 

^static 


4.  Blade  Surface  Pressure  Coefficients 


(3) 


(4) 

(5) 


Note:  1.  Bars  denote  average  quantities.  Mass  average 

is  used  except  for  3  which  is  space  averaged. 
2.  Time  independence  was  obtained  by  referencing 
to  local  plenum  conditions. 
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IV.  TEST  PROGRAM  AND  PROCEDURE 


A.  PROGRAM  OF  TESTS 

Table  III  lists  the  cascade  configurations  tested.  Five 
tests  were  conducted  to  provide  data  at  design  condition  and 
at  positive  and  negative  incidence  angles.  Design  incidence 
and  probable  deviation  angles  were  computed  using  the  proce¬ 
dures  outlined  in  Ref.  1. 

B.  PROCEDURES  TO  ENSURE  CONSISTENCY  BETWEEN  TESTS 

Procedures  were  standardized  from  run  to  run  in  order  to 

obtain  measurements  which  were  only  a  function  of  blade 
design  and  air  inlet  angle.  The  unique  design  of  the 
cascade  permitted  data  to  be  taken  at  a  constant  stagger 
angle,  while  varying  only  3^.  The  same  procedures  were  used 
to  realign  the  cascade  for  each  new  configuration.  The  lower 
end  walls  were  set  to  the  desired  inlet  air  angle  and  the 
inlet  guide  vanes  were  set  so  that  their  trailing  edges 
were  approximately  aligned  with  the  end  walls.  The  upper 
end  walls  were  set  to  the  outlet  air  angle  estimated  using 
Ref.  1.  The  end  wall  spacings  were  set  to  precisely  1.5 
inches.  All  tests  were  run  at  an  average  inlet  velocity 
of  .12.  The  same  blade-to-blade  distance  was  surveyed  at 
each  station  in  all  tests. 
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C.  TEST  PROCEDURE  AT  EACH  INCIDENCE  ANGLE 

The  desired  inlet  dynamic  pressure  was  set.  Before 
recording  data,  the  manometer  board  was  checked  to  ensure 
that  the  distributions  of  static  pressure  at  inlet  and 
outlet  were  acceptably  uniform.  If  necessary  the  inlet 
guide  vanes  and  outlet  end  walls  were  adjusted  in  turn  to 
obtain  an  acceptably  uniform  distribution  (r0.5  inches  H^O) . 
The  adjustments  required  were  usually  minor  and  easily 
effected. 

Probe  surveys  were  carried  out  in  the  blade-to-blade 
direction  at  midspan  at  the  lower  and  upper  planes  in  turn. 

In  each  survey  at  the  lower  plane  data  were  taken  over  two 
blade  passages  at  1/2  inch  intervals.  In  the  upper  plane 
data  were  taken  over  four  blade  passages  using  1/2  inch 
intervals,  except  over  one  passage  for  which  0.2  inch 
intervals  were  used.  Surveys  were  also  taken  at  the  upper 
plane  in  the  spanwise  direction  1  inch  from  both  the  pressure 
and  suction  sides  of  the  centermost  blade.  Periodically 
throughout  the  run,  measurements  were  taken  of  the  pressure 
distribution  on  the  instrumented  blades. 
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V. 


RESULTS 


The  results  contained  in  Tables  IV  to  XXIV  and  Figs.  12 
to  85  are  arranged  in  the  following  way. 

The  reduced  data  are  given  first  in  five  sets  of  tables 
which  are  of  4  types;  namely,  upper  plane  probe  data,  lower 
plane  probe  data,  center  blade  pressure  tap  data  and  adja¬ 
cent  blade  pressure  tap  data.  There  is  one  table  of  each 
type  for  each  of  five  incidence  angles.  The  final  table 
(Table  XXIV)  gives  the  blade  performance  parameters  deduced 
from  measurements  for  each  of  the  five  configurations  tested. 

The  results  shown  plotted  in  Figs.  12  to  85  are  divided 
into  two  separate  groups.  The  first  group  (Figs.  12  to  72) 
presents  results  which  illustrate  the  quality  of  the  wind 
tunnel  flow  conditions.  The  second  group  (Figs.  73-85)  gives 
the  blade  element  performance  results  deduced  from  the  data. 
In  the  first  group,  results  are  presented  first  to  examine 
the  inlet  flow  uniformity  (Figs.  12  to  18),  second  to  examine 
the  outlet  flow  periodicity  (Figs.  19  to  47)  and  finally  to 
examine  outlet  flow  two-dimensionality  (Figs.  48  to  72). 

All  points  are  shown  connected  with  straight  lines  except 
for  Figs.  83  to  85  in  which  a  curve  was  hand-faired  between 
points . 
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VI.  DISCUSSION 


A.  INLET  UNIFORMITY 

The  probe  surveys  at  the  lower  plane  in  Figs.  13  to  17 
showed  that  the  inlet  plane  total  pressure  at  midspan  had  a 
periodic  variation  in  the  blade  to  blade  direction  of  approxi¬ 
mately  1.5  inches  of  water  peak-to-peak,  with  a  spatial  period 
of  roughly  2  inches.  This  is  the  result  of  wakes  from  the 
inlet  turning  vanes  and  in  agreement  with  the  previous  find¬ 
ings  of  Duval  [Ref.  4]  and  McGuire  [Ref.  11] .  The  wall 
pressure  distributions  (Figure  12)  however  showed  that  the 
static  pressures  at  both  upper  and  lower  planes  had  minimal 
variations  (.7  ins.  water  peak-to-peak  at  the  lower  plane,  .4 
ins.  water  peak-to-peak  at  the  upper  plane)  in  all  runs  except 
that  for  3 ^  ;  4 6 °  (i  =  8.8  ).  In  that  one  case  the  deviations 
were  1.1  ins.  water  peak-to-peak  at  both  upper  level  and  lower 
planes.  This  may  have  resulted  from  operating  the  turning 
vanes  too  far,  or  may  have  been  the  result  of  the  high  posi¬ 
tive  incidence  in  the  test  cascade  itself.  In  all  cases 
the  static  pressure  variation  over  the  four  blade  passages 
of  interest  in  the  center  of  the  cascade  did  not  exceed  *0.1 
inches  of  water. 

B.  TWO-DIMENSIONALITY 

The  data  in  Figures  48  to  67  showed  that  at  all  incidence 
angles  a  sizeable  area  of  spanwise  uniform  conditions  existed 
downstream  of  the  test  cascade.  Most  cases  resulted  in 


uniform  pressure  and  velocity  over  more  than  fifty  percent 
of  the  span.  Reference  10  points  out  that  at  higher  loadings 
it  is  especially  difficult  to  establish  a  substantial  span- 
wise  area  of  uniform  flow  in  the  region  near  the  suction  side 
of  the  blade.  This  begins  to  be  evident  in  the  data  shown 
in  Fig.  56  and  64  in  which  only  30-40%  of  the  spanwise  dis¬ 
tance  is  acceptably  uniform.  It  is  noted  that  the  behavior 
at  reference  incidence  is  not  consistent  with  the  general 
trend  toward  a  reduced  extent  of  uniform  flow  as  the  loading 
was  increased. 

However  it  is  noted  that  the  data  are  limited.  A  span- 
wise  survey  was  carried  out  at  only  one  station  close  to  the 
suction  surface.  It  is  possible  that  the  exact  orientation 
of  the  guide  vane  wakes  (with  peaks  and  valleys  in  total 
pressure)  with  respect  to  the  leading  edges  of  the  test  blades, 
may  affect  the  suction-side  wake  region  in  a  significant  way. 

Figures  68  to  72  show  results  for  inlet  and  outlet  angles, 
the  "reference"  angle,  3^  and  blade  force  vectors  derived  in 
two  ways  as  shown  in  Appendix  B,  namely,  from  1)  the  applica¬ 
tion  of  momentum  conservation  using  inlet  and  outlet  probe 
survey  data,  and  2)  the  integration  of  surface  pressures  over 
the  blade  areas.  As  shown  by  Vavra  [Ref.  12],  in  the  two- 
dimensional  incompressible  case  without  friction,  the  resul¬ 
tant  blade  force  should  be  perpendicular  to  the  direction  S  . 
This  is  very  nearly  the  case  for  all  angles  using  the  surface 
pressure  integration  method  and  for  positive  incidence  angles 
using  the  momentum  conservation  method.  At  negative  inci¬ 
dence  angles  (Figs.  68  and  69)  the  momentum  balance  force 
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is  markedly  different  from  the  surface  pressure  integration 
vector.  The  force  coefficients  computed  by  the  momentum 
method  tend  to  rotate  downstream  as  incidence  decreases.  The 
reason  is  not  clear.  According  to  Shultz  [Ref.  13],  the 
magnitude  of  the  blade  force  deduced  from  probe  surveys  de¬ 
pends  on  the  location  of  the  outlet  survey  plane  relative  to 
"fully  mixed  out"  conditions.  The  present  data  were  not  re¬ 
duced  to  calculate  fully  mixed  out  conditions,  and  the  strictly 
two-dimensional  form  of  the  momentum  equation  was  used  to 
calculate  the  force  components.  A  more  detailed  analysis 
of  the  data  is  necessary  in  order  to  explain  the  differences 
in  magnitude  and  rotation  of  the  force  vector  computed  by  the 
momentum  conservation  method. 

C.  PERIODICITY 

In  order  to  examine  periodicity,  the  probe  survey  data 
obtained  across  4  blade  spaces  at  the  upper  plane  were  plotted 
over  a  single  blade  space.  As  a  result  of  an  examination  of 
the  data  this  was  done  in  two  ways.  First  data  across  three 
blade  spaces  were  plotted  across  a  single  blade  space.  Second 
data  from  the  four  spaces  were  plotted  across  two  spaces.  As 
can  be  seen  in  Figs.  20,  22,  27  and  29  at  negative  incidence 
angles  the  total  pressure  and  velocity  did  not  repeat  well 
every  blade  passage,  but  repeated  very  closely  indeed  every 
second  blade  passages  (Figs.  21,  23,  28  and  30).  Also,  the 
blade  surface  pressure  data  in  Figs.  19  and  26  show  a  variation 
in  pressures  between  corresponding  locations  in  the  three 


center-most  passages.  The  disagreement  is  most  pronounced  at 
the  corresponding  taps  near  the  leading  edges.  The  departure 
from  strict  periodicity  at  the  test  cascade  was  attributed 
to  the  inlet  turning  vanes  which  were  spaced  at  two  inch 
intervals.  Since  the  test  blades  were  spaced  at  three  inch 
intervals,  periodicity  of  the  combined  arrangement  would  occur 
over  a  spatial  period  of  6  inches,  or  two  blade  spaces. 

At  the  high  blade  loading  (higher  diffusion  factors)  the 
lack  of  periodicity  was  still  evident,  but  was  less  pronounced. 
The  data  at  positive  incidence  angles  in  Figs.  34-36,  39-41, 
44-46  show  more  nearly  periodic  outlet  conditions  than  is 
seen  in  Figs.  20-24  and  27-31  for  negative  incidence  angles. 
However,  in  each  of  the  former  three  sets  of  figures  it  is 
evident  that  the  data  over  the  positive  incidence  angles  in 
one  of  the  three  passages  departs  detectibly  from  the  data 
over  the  remaining  two  passages.  The  surface  pressure  varia¬ 
tion  between  adjacent  blades  is  still  apparent  (Figs.  33,  38 
and  43)  with  the  largest  variation  again  near  the  leading 
edge. 

If  only  the  data  at  reference  and  positive  incidence  angles 
were  available,  the  flow  might  be  thought  to  be  periodic  to 
within  reasonable  tolerances.  It  is  only  in  the  data  at 
negative  incidence  angles  that  the  lack  of  periodicity  becomes 
obvious.  A  reexamination  of  all  the  data  then  reveals  that 
the  effect  is  progressive.  As  the  cascade  is  increasingly 
loaded,  the  preexisting  inlet  wake  profiles  tend  to  diminish, 
possibly  under  the  influence  of  the  increasingly  adverse 
pressure  gradient. 
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D.  BLADE  PERFORMANCE  DATA 

Figures  73  through  82  show  detailed  plots  of  the  pressure 
and  velocity  distributions  over  the  centermost  blade  for 
each  incidence  angle.  The  leading  edge  stagnation  point  was 
noted  to  have  traversed  across  the  leading  edge  tap  as  the 
incidence  angle  was  varied.  It  was  also  noted  that  the 
pressure  at  last  pressure  taps  on  the  suction  and  pressure 
sides  of  the  blade  were  always  nearly  the  same  (t  .2"  H20) . 

Figures  83  and  84  show  the  blade  element  performance 
parameters  and  the  AVDR  variations  with  incidence  and  diffu¬ 
sion  factor.  All  trends  qualitatively  follow  the  results 
given  in  Ref.  1.  It  is  noted  particularly  that  the  AVDR  is 
a  strong  function  of  diffusion  and/or  incidence.  Since  the 
AVDR  is  a  measure  of  the  departure  from  strictly  two-dimensional 
flow  and  its  magnitude  depends  on  the  interaction  between  the 
blade  and  sidewall  boundary  layers,  the  need  for  boundary 
layer  removal  becomes  more  pronounced  at  higher  diffusion 
factors.  The  magnitude  of  the  AVDR  obtained  entirely  without 
boundary  layer  removal  is  thought  to  be  promising. 

The  data  in  Fig.  85  shows  that  due  to  the  variation  in 
inlet  total  pressures  between  adjacent  passages . different  loss 
coefficient  values  were  calculated  depending  on  which  passage 
or  passages  were  used  in  the  integration.  Most  points  ob¬ 
tained  from  the  three  methods  were  seen  to  agree;  only  in 
the  case  of  i  =  2.1  are  the  results  inconsistent.  Since  the 
measurements  of  two-dimensionality  were  also  inconsistent 
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(Section  VI. B  above) 
to  repeat  the  test. 


at  this  incidence  angle,  there  is  reason 
The  blade  performance  results  shown 


in  Figs.  83-85  are  considered  to  be  preliminary  in 
They  show  clearly  however  that  consistent  data  can 


nature, 
be  obtained 


over  a  useful  range  of  incidence  angle, 


and  that  the  AVDR 


remains  in  an  acceptable  range. 
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VII.  CONCLUSIONS  AND  RECOMMENDATIONS 


Two  different  cascades  of  blades  were  tested  in  the  present 
work . 

In  preliminary  measurements  using  a  cascade  of  fifteen 
C  series  blades  with  four  inch  spacing,  inlet  uniformity 
(with  a  small  but  well-defined  periodic  velocity  component  im¬ 
posed)  ,  outlet  periodicity  and  outlet  two-dimensionality  were 
shown  to  be  excellent  and  the  axial-velocity-density  ratio 
(AVDR)  was  shown  to  range  from  unity  to  1.04.  The  loss 
coefficient  obtained  at  reference  incidence  angle  agreed  well 
with  published  data.  At  incidence  angles  10°  greater  and  10° 
less  than  reference  incidence  angle  the  loss  coefficient  in¬ 
creased  substantially.  The  quality  of  the  results  obtained 
with  the  C  Series  cascade  led  to  the  selection  of  a  similar 
aspect  ratio  (-2.0)  for  the  second  cascade. 

The  solidity  required  in  the  second  cascade  (1.67)  of 
DCA  blades  resulted  in  a  geometry  of  20  blades  with  3  inch 
spacing  to  maintain  the  aspect  ratio  close  to  2.0.  From  a 
program  of  5  tests  of  the  DCA  cascade  at  different  air  inci¬ 
dence  angles,  the  following  conclusions  were  drawn  concerning 
the  test  conditions,  the  test  procedures  and  the  blade  per¬ 
formance  measurements  obtained: 

1.  The  inlet  flow  was  uniform  in  direction  and  of  uniform 
static  pressure,  but  with  an  imposed  variation  in  velocity 
and  stagnation  pressure  resulting  from  the  wakes  of  inlet 
guide  vanes. 
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2.  Excellent  periodicity  was  found  over  pairs  of  test 
blades,  whereas  departures  from  strictly  periodic  conditions 
were  detected  from  one  blade  passage  to  another.  This  was 
explained  as  being  the  result  of  the  guide  vane  wakes  being 
separated  at  two  inch  intervals  and  entering  the  test  cas¬ 
cade  with  3  inch  blade  spacing.  The  departure  from  period¬ 
icity  decreased  significantly  as  the  blade  loading  was 
increased. 

3.  An  acceptable  region  of  spanwise  uniformity  was  found 
downstream  at  midspan  (over  30-50%  of  span) ,  at  all  condi¬ 
tions  tested.  The  AVDR  ranged  from  unity  to  1.11  as  the 
loading  was  increased. 

4 .  Blade  forces  calculated  from  the  integration  of  surface 
pressure  measurements  agreed  well  in  magnitude  with  blade 
forces  deduced  from  probe  survey  data,  and  were  close  in 
direction  to  the  theoretical  direction  for  two-dimensional 
incompressible  flow  without  friction. 

5.  The  direction  of  the  blade  force  deduced  from  probe 
survey  data  departed  significantly  from  the  theoretical 
direction  for  two-dimensional  flow  as  the  incidence  became 
negative.  A  more  detailed  review  of  the  data  and  data  reduc¬ 
tion  are  required  to  explain  this  departure. 

6.  The  data  obtained  for  pressure  rise  and  deviation  angle 
(as  well  as  AVDR)  were  well  behaved  with  incidence  angle. 
However,  the  values  obtained  for  the  loss  coefficient  depended 
to  a  degree  on  the  interval  used  in  the  integration  of  the 
outlet  survey  data.  This  was  consistent  with  the  observed 
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departure  from  strict  periodicity.  The  uncertainty  in  the 
loss  coefficient  at  different  incidence  angles  ranged  from 
±5  to  r 25% . 

7.  Complete  pressure  distributions  were  obtained  over  the 
centermost  blade  at  each  test  condition. 

8.  The  mechanical  adjustments  necessary  to  produce  uni¬ 
form  static  pressure  at  inlet  and  outlet  at  the  start  of  a 
test  were  straightforward,  and  required  only  two  or  three 
minutes  to  complete.  The  hardware  adjustments  between  tests 
associated  with  change  of  incidence  angle  required  three 
hours  to  complete. 

9.  Probe  traverse  and  data  acquisition  procedures  were 
reduced  to  a  straightforward  routine,  taking  approximately 
two  hours  of  test  time  for  each  incidence  angle. 

The  following  recommendations  are  made: 

1.  The  inlet  guide  vane  arrangement  should  be  modified 
so  that  guide  vanes  are  placed  at  1  inch  intervals .  This 
can  be  accomplished  using  the  right  and  left  hand  sets  of 
guide  vanes  presently  on-hand.  A  second  set  of  vanes  can  be 
mounted  on  2  inch  spacings  from  the  north  side  wall,  so  that 
they  mesh,  on  assembly,  with  the  present  set  mounted  from 
the  south  side  wall.  A  single  hand  crank  can  be  arranged  to 
adjust  the  vanes  in  unison.  The  advantage  of  this  arrange¬ 
ment  is  that  periodicity  at  the  test  section  will  result  for 
any  test  blade  spacing  which  is  a  multiple  of  1  inch  and, 
equally  importantly,  the  wakes  remaining  at  the  inlet  to  the 
test  cascade  will  be  greatly  reduced.  The  modification 
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should  be  carried  out  before  further  measurements  are 
attempted . 

2.  Repeat  the  tests  reported  herein  and  compare  results. 

3.  Incorporate  five  more  pressure  taps  around  the  leading 
edge  and  at  least  one  more  tap  on  the  trailing  edge  to  better 
describe  the  distribution  in  those  critical  areas. 

4.  Describe  the  flow  structure  using  flow  visualization 
techniques  in  conjunction  with  pressure  tap  readings. 

5.  Install  wall  suction  in  the  side  walls,  to  control  the 
AVDR  and  thereby  examine  its  effect. 

6.  Replace  the  upper  yaw  mechanism  with  a  manual  system 
to  improve  the  angular  resolution. 

7.  Run  tests  at  different  inlet  dynamic  pressures  to 
determine  its  effect. 

3.  Incorporate  a  disc  memory  in  the  data  system  to  provide 
rapid  access  to  programs  and  data  and  simplify  continuity 
between  investigators. 
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Fig.  13.  Probe  Survey  Data  at  Midspan 

(i=-9 . 2  ,  (Pplen~Pt/,Ql)'  Lower  Plane) 
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Fig.  22.  Probe  Survey  Data  at  Midspan 
(i=-9.2,  X/X,  Upper  Plane) 
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Pig.  23.  Probe  Survey  Data  at  Midspan 
(i-~9 .2,  X/X,  Upper  Plane) 
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Fig.  26.  Blade  Surface  Pressure  Distribution 
(i— 4.9) 
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Fig.  28.  Probe  Survey  Data  at_Midspan 

(i=-4.9,  (ppien_pt) /Q±'  Upper  Plane) 
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Fig.  29.  Probe  Survey  Data  at  Midspan 
(i=-4,9,  X/X,  Upper  Plane) 
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30.  Probe  Survey.  Data  at  Midspan 
(i=-4.9,  X/X,  Upper  Plane) 
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Fig.  31.  Probe  Survey  Data  at  Midspan 

(i=-4.9,  (Pg-P^/Qj.,  Upper  Plane) 
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Fig.  32.  Probe  Survey  Data  at  Midspan 

(i=-4.9,  Outlet  Angle,  Upper  Plane) 
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Fig.  35.  Probe  Survey  Data  at  Midspan 
(i=2.1,  X/X,  Upper  Plane) 
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Fig.  36*  Probe  Survey  Data_at  Midspan 
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Fig.  39.  Probe  Survey  Data  at  Midspan 
(i=5.3,  X/X,  Upper  Plane) 
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41.  Probe  Survey  Data_at  Midspan 

(i=5.3,  (ps"pW2,)  /Qi'  Upper  Plane) 
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Fig.  42.  Probe  Survey  Data  at  Midspan 

(i=5.3,  Outlet  Angle,  Upper  Plane) 
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Fig.  43.  Blade  Surface  Pressure  Distribution 
(i=8 . 8) 
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87 


OUTLET  ANGLE 

UPPER  PLANE  MIDSPAN 

(THREE  PASSAGES  OVERLAYED)  i -8 . 3 


INCHES 


Fig.  47.  Probe  Survey  Data  at  Midspan 

(i=8.8,  Outlet  Angle,  Upper  Plane) 
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( Pp 1 e  n -Ft ) /Q 1 b  a  r 
1.0  in  FROM  SUCTION 
CENTER MO ST  BLADE  ( i 


* 


X/Xbar 

1.0  in  FROM  PRESSURE  SIDE 

CENTERMOST  BLADE  ( i =-9 . 2 ) 

i  r 


.5 


_g  I _ I _ l _ l _ i _ l _ l _ l _ i _ j _ i 

—  «  •  Ln  rv.  co 

INCHES 


Fig.  51.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Centermost  Blade 
(i=-9.2,  X/X,  Upper  Plane) 
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Fig. 


co  in  r*  0} 

INCHES 

52.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Suction  Side  of  Centermost  Blade 
(i=-4.9,  X/X,  Upper  Plane) 


94 


a  in  o.  co 

INCHES 


Fig.  55.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Centermost  Blade 
(i=-4.9,  X/X,  Upper  Plane) 
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( Pp  1  e  n -Pt ) /Q 1 b  a r 

1.0  in  FROM  SUCTION  SIDE 

CENTERMOST  BLADE  ( i-2. 1 ) 


Fig.  56. 


Spanwise  Probe  Data  Surveyed  1  in. 
Suction  Side  of  Centermost  Blade 

(i-2.1,  (Pplen-Pt)/Ql'  Upper  Plane) 


from 
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Fig.  57.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Suction  Side  of  Centermost  Blade 
(i=2.1,  X/X,  Upper  Plane) 


XV  Xb  ar 

1.0  in  FROM  PRESSURE  SIDE 
CENTERM0S7  BLADE  ( i -2. 1 ) 


Fig.  59.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Centermost  Blade 
(i=2.1,  X/X,  Upper  Plane) 
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CPp  I  en-Pt.  )/Qlbar 

1.0  in  FROM  SUCTION  SIDE 

CENTERMOST  BLADE  (i*5.3) 
.5  r 


INCHES 


Fig.  60 


Spanwise  Probe  Data  Surveyed  1  in.  ttom 
Suction  Side  of  C="£ernf,^.®1?tane) 
(i-5.3.  l£,plen'Pt)/Ql'  “PP 


I 


/  Xb  ar 

.0  ir,  FROM  SUCTION  SIDE 

ENTERMOST  BLADE  C i =3 . 8 ) 
i  r 


.a 


5  1 _ I _ I ■■  J —  _ 1 _ 1 _ I _ I _ 1 _ L_ 

co  in  r>  cr* 

INCHES 

Fig.  65.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Suction  Side  of  Centermost  Blade 
(i=8.8,  X/X,  Upper  Plane) 
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(Pp  1  en-Pt  )/Qlbar 

1.0  in  FROM  PRESSURE  blDE 

CENTERMOST  BLADE  <i=3. 3 ) 


Fig.  66.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Centermost  Blade 

(i=8 . 8  ,  (Pplen'Pt)/Ql'  °Pper  Plan6) 


Fig.  68. 


Resultant  Blade  Force  Vectors  by  Momentum 

Balance  ( - )  and  from  Surface  Pressure 

Integration  (— - )  i=-9.2 
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Fig.  69.  Resultant  Blade  Force  Vectors  by  Momentum 

Balance  ( - )  and  from  Surface  Pressure 

Integration  ( - )  i=-4.9 
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Fig.  70. 


Resultant  Blade  Force  Vectors  by  Momentum 

Balance  ( - )  and  from  Surface  Pressure 

Integration  ( - -)  i=2.1 
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Fig.  71. 


Resultant  Blade  Force  Vectors  by  Momentum 

Balance  ( - )  and  from  Surface  Pressure 

Integration  ( - )  i=5.3 


Fig.  72. 


Resultant  Blade  Force  Vectors  by  Momentum 

Balance  (  -  )  and  from  Surface  Pressure 

Integration  (  - — - )  i=8.8 


73.  Blade  Surface  Pressure  Distribution 

(i=-9.2,  *  =  Pressure  Side,  +  =  Suction  Side) 


Fig.  74. 


.±1  co 

•  X/C 


Blade  Surface  Velocity  Distribution 
(i=-9.2,  *  *  Pressure  Side, 

+  =  Suction  Side) 


Cp  1  vs  X --  C  (  i =-4 . 3  ) 

CENTERMOST  BLADE 


Fig.  75.  Blade  Surface  Pressure  Distribution 
(i=-4.9,  *  =  Pressure  Side, 

+  =  Suction  Side) 
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ve  1  vs  A/C  (.  1 =— 4 . 3  ) 
ENTERMOST  BLRDE 


Fig.  76.  Blade  Surface  Velocity  Distribution 
(i=-4.9,  *  =  Pressure  Side, 

+  =  Suction  Side) 
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oo 


"t" 


‘  X  /  C 


Blade  Surface  Pressure  Distribution 
(i=2.1,  *  =  Pressure  Side, 

+  =  Suction  Side) 
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Blade  Surface  Velocity  Distribution 
(i=2.1,  *  =  Pressure  Side, 

+  =  Suction  Side) 


Blade  Surface  Velocity  Distribution 
(i=8.8,  *  =  Pressure  Side, 

+  =  Suction  Side) 


DEVIATION,  LOSSES, 


CO 


(b) 


Fig.  83.  Blade  Element  Performance  Parameters  and 
AVDR  As  a  Function  of  Incidence  Angle 
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LD55  COEFFICIENTS 


SYMBOL  INTEGRATION  LIMITS 

-  -2.0  -  1.0 

-  -4.5  -  -1.5 

-  -4.5-  1.5 


Fig.  85.  Loss  Coefficients  Computed  at  3  31ade-to- 
Blade  Locations 
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TABLE  I. 

TEST  BLADE  COORDINATES 

X-COORD . 

y-press. 

-0.044 

0.000 

-0.021 

0.013 

-0.042 

0.178 

0.007 

0.400 

0.067 

0.622 

0.120 

0.844 

0.164 

1.067 

0.207 

1.289 

0.242 

1. 511 

0.271 

1.733 

0.293 

1.956 

0.309 

2.178 

0.320 

2.399 

0.324 

2.622 

0.324 

2.844 

0 . 318 

3.066 

0.304 

3.288 

0.284 

3.511 

0.260 

3.732 

0.229 

3.955 

0.191 

4.177 

0.147 

4. 40  0 

0.098 

4.621 

0.040 

4.844 

-0.022 

4.908 

-0.042 

4.943  - 

4.966  0.000 


Y-SUCT . 

0.000 

0.039 


0.142 

0.244 

0.333 

0.413 

0.480 

0.538 

0.584 

0.620 

0.649 

0.664 

0.673 

0.671 

0.660 

0.640 

0.607 

0.567 

0.515 

0.453 

0.380 

0.298 

0.200 

0.091 


0.040 

0.000 
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TABLE  II.  MEASUREMENT  UNCERTAINTY 


Item 

Description 

Method 

Uncertainty 

X 

Blade-to-Blade  dimension 
x  =  0  in.  West  end 
x  =  60  in.  East  end 

Position 

Potentiometer 

> 

.01  in. 

2 

Spanwise  dimension 
z  =  0  in.  North  wall 
z  =  10  in.  South  wall 

Position 
Potentiometer 
on  probe  mount 

+ 

.01  in. 

Inlet  flow  yaw  angle 

Angle  Potentio¬ 
meter  on  probe 
mount  (hand 
adjustment) 

.1  deg. 

*2 

Outlet  flow  yaw  angle 

Angle  Potentio¬ 
meter  on  probe 
mount  (motor 
driven  adjustment) 

- 

.25  deg. 

Pt 

Total  pressure  at  the 
test  plane 

Pneumatic  probe 

r 

.1  in.  H20 

P  . 
plen 

Plenum  total  pressure 

Static  tap  in 
plenum  chamber 

V  %  o 

t 

.1  in.  H^O 

Ps 

Static  pressure  at 
the  test  plane 

Calibrated  pneu¬ 
matic  probe 

r 

.15  in.  H20 

Pw* 

Static  pressure  at 
x  =  0  in.,  y  =  =16.25  in., 
z  =  0  in. 

Static  tap  on 

North  wall 

-k 

.1  in  H20 

PATM 

Atmospheric  pressure 

Absolute  Strain 
Gauge  Transducer 

.6  in.  H20 

PTARE 

Transducer  tare  reading 

Scani valve 

± 

.01  in.  H20 
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TABLE  III.  CASCADE  CONFIGURATION  DATA 


Constant  Parameters 


Blade  type 

DCA 

Number  of  blades 

20 

Spacing  (inches) 

3.0 

Solidity 

1.67 

Thickness  (%  chord) 

7.0 

Camber  angle 

45.72 

Stagger  angle 

14.27 

Variable  Parameters 


Test  1 

Test  2 

Test  3 

Test  4 

Test  5 

39.2 

45.9 

42.4 

32.2 

27.9 

2.1 

8.8 

5.3 

-4.9 

-9.2 

TABLE  IV.  PROBE  DATA,  UPPER  PLANE  AT  MIDSPAN 
(i  =  -9.2) 


BLADE  TO  BLADE  TRAVERSE  MIDSPAN 
UPPER  PLANE 


TABLE  V 


PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 
(i  =  -9.2) 


BLADE  TO  BLADE  TRAVERSE  MIDSPAN 


LOWER  PLANE 


Po  i  fit 

Loc  <  i  n> 

Beta 

0-'  '01  bar 

P  =■  /  0  1  b  ar 

P  ’  /-  0. 1  b  at- 

V.  y  X  b  ar 

1 

-4.50 

-23 . 06 

1 . 0253 

-. 0156 

.  0O72 

.  9626 

-4.0O 

-23 . 04 

1 . 0106 

-. 0190 

.  O  1  9 1 

.  9539 

3 

-3.50 

-23. 07 

.  9459 

- .  0135 

.  097  4 

.  9229 

4 

-3.0  0 

-23.07 

1 . 0175 

-.0103 

.  O  1 39 

.  9571 

5 

-2.50 

-23.05 

1 . 0136 

- .  0072 

.  0144 

.  9554 

6 

-2. 00 

-27. 07 

.  9919 

- .  0O97 

.  0453 

.  9427 

7 

-1.50 

-23 . 56 

.  9430 

-.0043 

.  0375 

.  9203 

y 

-1 . 00 

-27.31 

1 . 0133 

-.0074 

.  0134 

.  9560 

9 

-.50 

-27.31 

1 . 0193 

-.0103 

.  0046 

.  9613 

10 

0. 00 

-27.33 

.9613 

.  0060 

.  0*90 

.  9246 

1 1 

.  50 

-27. S3 

.  9577 

-. 0069 

.  0732 

.  92  63 

12 

l  .  00 

-27.31 

1 . 0122 

- .  0037 

.  0221 

.9526 

13 

l .  50 

-27.30 

1 . 0061 

-. 01O3 

.  027  3 

.  9511 
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TABLE  VI.  CENTER  BLADE  DATA  (i 


9.2) 


X-'C 

Y  /  C 

Cpl 

Cfv2 

Mac  l-i 

i 

PRESSURE 

SIDE  CENTER 

BLhDE 

.  0  O  0  7 

.  O  0  5  4 

.  3021 

7892 

.  1 140 

.  0  5  0  9 

.  OlSO 

.0019 

- t . 1337 

-1 .7103 

.  39  10 

.  1  722 

.  031? 

•  Q06£ 

-.4314 

-.7593 

.  3  1  2  4 

.  1  234 

.  0479 

.0112 

- . 2339 

-.5117 

' *•*  •:* 

.  1233 

.  OS 5 3 

.  0215 

- . 0907 

-. 3319 

.2713 

.  1  204 

.1213 

•  030.3 

-  .  0  0  9  £ 

- . 2301 

.  2607 

.1158 

.  1956 

.  0452 

.  0499 

-. 1554 

'■  er  -  7 

.112  3 

.  2695 

.  0576 

.  0919 

1025 

.  2  4  c  9 

.  i  0  9  ? 

.  3433 

.  0663 

.  1234 

- . 0563 

,2417 

.  10  75 

.4  192 

.0716 

.  1633 

-.012 3 

.  2  3  6  if* 

.  1  052 

.  4930 

.  0736 

.  1634 

-  .  0  0  6  5 

.  2  3  5  9 

■  1  *j  4  9 

.  5  6  6  9 

.0727 

.  196  l 

.  0233 

.231  9 

.  1  0  3  1 

.  64  07 

.  0673 

.2161 

.  0534 

2  2  3  9 

.101  3 

.7146 

.  0601 

•  2  -• 

.  0624 

,  2  cl  i  6 

.  1014 

.  7 S3 4 

.0437 

.  2192 

.  U  i 

^ 

.  1016 

.  8233 

.0411 

.  2 1 3  2 

.  0560 

•  2  2  6  6 

.1017 

.  8633 

.0327 

.2192 

.  0572 

-zt  er 

.  101 6 

.  9032 

.  0230 

.  1  920 

.  0231 

.2225 

.  1034 

.  9431 

.0123 

.1617 

-.0149 

,  2*  3  if  9 

.  1  054 

.  9830 

.  0006 

.  O750 

-. 1233 

.  2492 

.  1  103 

SUCTION 

SIDE  CENTER 

ELhBE 

.  0160 

.  0227 

-.0102 

-.2303 

.  2  5  03 

i  1  v’*'3 

.  0319 

.  0  3  1 0 

- . 1266 

-.3770 

.  2  r  5  9 

.  1  224 

.  04  79 

.  0339 

1774 

- . 4403 

-  ~i 

.  1252 

.  O  S  5  3 

.  0563 

_  ;■>  O  "? 

-.6245 

2999 

.  1  329 

.121 3 

.  0710 

-.4653 

-  .  : 3 :  Q  2  9 

.  3163 

.  1  40  1 

.  1956 

.  0970 

-.6331 

-1.01 30 

.  234  3 

.  1431 

.  2695 

.1170 

-.7516 

-1.1613 

.  2473 

.  1535 

.  34  33 

.  1309 

-.7933 

-  1 . 2205 

■  v 

.  1556 

.4192 

.  1399 

-.3070 

-1.2314 

.  253  1 

.156  0 

.  4930 

.1432 

-. 7701 

-1 . 1350 

.  34  93 

.  154  3 

.  5669 

.1412 

-.7352 

-1.1412 

.  3456 

.  1523 

.  6407 

.  1339 

.  -.6 £23 

- 1 . 0497 

.  3379 

.  I  4  94 

•  7*  t  4  £ 

.  1209 

- .  5  S  6  4 

-.9543 

.  32 9 7 

.  1459 

.  73S4 

.1021 

-.4324 

-.7610 

.  3125 

.  1  334 

.  3233 

.  0395 

i  i  J 

.  £  9  2  1 

.  3062 

.  1357 

.  3633 

.  0  755 

-.2965 

-. 5903 

.  2967 

.12  1 5 

.  9032 

.  0593 

- . 2000 

— , 4692 

.  2350 

.  1  16  4 

.  9431 

.  0407 

- .  0907 

3319 

«  2  ?  i  3 

.  1  20  4 

.  9330 

..O206 

.0391 

-. 1639 

.  254  1 

.  1  2  ? 

133 


X'C  Y 

-'C 

Cp  1 

Cp2 

ri  ic  h 

PRESSURE  SIDE 

LEFT  BLADE 

.  1213 

.  0303 

- . 1339 

-. 3399 

.  2772 

.1233 

.4  192 

.  0?16 

.  1345 

- .  049  1 

.  2403 

.  1071 

.  3233 

.0411 

.2120 

.  0432 

.  1021 

SUCTION  SIDE 

LEFT  BLADE 

.1213 

.07*0 

—  •? 

-.6935 

.  3063 

1  :■  5  ? 

.4192 

.  14  00 

- .  7490 

-1 . 1536 

.  3471 

.  15  34 

.  3233 

.  0395 

-.3642 

-. 6754 

.  304  7 

.  1  350 

PRESSURE  SIDE 

RIGHT  BLADE 

.1218 

.  030  3 

.1012 

- ,  0 9  0  9 

.  24  55 

.  1092 

.4192 

.  071S 

.  1509 

-. 0234 

-  o  c ■ 

•  «.•  J 

.  i  0  C-  0 

.  3233 

.0411 

.  2264 

.  0663 

.  2274 

.1012 

SUCTION  SIDE 

RIGHT  BLADE 

.1213 

.0710 

-.4324 

-.761  0 

.  3125 

.  1334 

.4  192 

.  1400 

-. 7521 

-1  .  1625 

.3474 

.  15  35 

•  8233 

.  0395 

- .  3396 

- .  64  4  4 

.  30  1  3 

.  1  333 
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TABLE  VIII.  PROBE  DATA,  UPPER  PLANE  AT  MIDSPAN 
(i  =  -4.9) 


ELhDE  TO  BLADE  TRAVERSE  MIIiSFhM 
UPPER  PLANE 


o  i  n  t 

LtfC  <  i  n  > 

I:  ■?  t  a 

0  Q 1  b  if 

Pi-Alb  ar 

P  t  n  i  b  ar 

'  ''.bar 

i 

-7.39 

1 . 76 

.  7203 

.  2430 

.  063  1 

.  763  1 

-6. 90 

1 . 30 

.  7594 

.  2332 

.  0399 

.  7  279 

3 

-6.41 

1 . 77 

.  7435 

.  2346 

.  0576 

.  7305 

4 

-5.92 

1.75 

.  7516 

.  2353 

.  0544 

.  3  2  4 

5 

-5.42 

1 . 77 

.  7635 

.  2334 

.  0354 

.  7803 

6 

-4. 94 

1.79 

.  7082 

.  2451 

.  0357 

.7^-1  y 

< 

-4.45 

1 . 77 

.  6704 

.2514 

.  1282 

*  '  j  ? 

3 

-3.95 

1.76 

T  cr  "7* 

.  i  J  i  i 

•  2  -•  0  -2> 

.  0431 

.  7  3  7  5 

9 

-3.47 

1 . 73 

.  7  723 

•“»  e r 

•  — -  -2*  «.* 

.  034  0 

.  7  9  3  6 

10 

-  2 . 97 

1.79 

.  7773 

.  2371 

.  0245 

.  7964 

1  1 

-2.4  9 

1.74 

.  7520 

.  2374 

.  3563 

.  731  O 

12 

-1 . 93 

1.73 

.  6391 

.  2561 

.  0976 

.7494 

13 

-1.77 

1.76 

.6253 

.  2492 

.1714 

.  7  1  40 

14 

-1.53 

1.76 

.  w'i 0 3 

.  2592 

.  0993 

•  i  4  *v  0 

15 

-1.37 

1 . 76 

.  7605 

.  2473 

.  0236 

.  7  8  6 

16 

-1.13 

1.74 

.7634 

.  24  33 

.  0268 

.  79  1  9 

17 

-.99 

t  .  73 

.  7562 

.  2374 

.  0472 

.  7351 

13 

-.79 

1 . 76 

.  7390 

.  2439 

.  0603 

.  7735 

13 

.  6  1 

1 . 73 

.  7322 

.  2469 

.  0649 

.7716 

29 

- .  39 

1.77 

.  7345 

.  2464 

.  0626 

.77*.  0 

21 

-.21 

1 . 79 

.  7367 

.  2454 

.  0617 

.  i'  4  0 

22 

-.00 

1 . 75 

.  7565 

.  2413 

.  0435 

.  7350 

23 

.  19 

l .  76 

.  7590 

.  2376 

.  0  4  6  3 

->  c 

24 

.  40 

1 . 76 

.  7540 

.  2371 

.  0467 

.  7  3  5  1 

25 

.59 

1 . 74 

.  7650 

.2375 

.  0  3  1  3 

.791 9 

28 

.  30 

1 . 75 

.7515 

.  2415 

.  0477 

•  ,  2  <' 

27 

1.03 

1 . 76 

.  7036 

.2497 

.  0  3  9  4 

e  —  ^ 

23 

1.20 

1.77 

.  6596 

.  2391 

.  1394 

.  7  356 

29 

1 .41 

1.31 

.  6423 

.  2454 

.  14  96 

•  i’ 

30 

2.02 

1 . 74 

.  7576 

.  2327 

.  0445 

,  7  8  8  l 

31 

2.51 

1 . 73 

.  7761 

.  2292 

.  0295 

.7974 

32 

3.01 

1.73 

•  7691 

-I  .-i 

.  w.  o  o 

.  0  349 

.  7927 

33 

3.51 

1.77 

.  7332 

.  24  13 

,  0  6  3  1 

.  7745 

34 

4 . 00 

1.73 

.  6303 

.  2473 

•  111  3 

.  74  6  1 

35 

4.52 

1 . 30 

.  7022 

.  2533 

.  0793 

.  757  1 
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TABLE  IX.  PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 
<i  =  -4.9) 


BLADE  TO  BLADE  TRAVERSE  MIDSPAN 


LOWER  PLANE 


P  o  i  n  t. 

Loc  < i n> 

E«t-  a 

Q-'Qlbar 

P*-'-Q  lb  ar 

Pt - Q lbar 

'  Kb  ar 

+  *  +  +  +  *+■** 

*■  *  *  ~  *  -f  *  4  *  *.  ±  +  * 

-  -  -f  *  *  r  r  ^  -  -  4  nr  4 

1 

-4.59 

-31.35 

.  9060 

-.019? 

.  0673 

.  3939 

-4.  O0 

-33.42 

.  9200 

- .  0100 

.  0623 

.  3967 

3 

-3.50 

-31 .  13 

.  9330 

-.0134 

.  0150 

.  9202 

4 

-3.00 

-32.63 

.9353 

-.0031 

.  O036 

.  9206 

5 

-2.50 

-31 . 3  7 

.9421 

-.0121 

.  0650 

.3973 

6 

-2.00 

-32.90 

.9634 

-  .  0O33 

.  0509 

.  9020 

7 

-1 . 50 

-31.39 

1.0047 

- .  0093 

.  0032 

.  9213 

3 

-1.00 

-31.90 

.  9965 

.  0003 

.01?? 

.9126 

9 

-.50 

-31.39 

.9132 

-.0012 

.  1103 

.3723 

10 

0. 00 

-32.65 

.9635 

-  .  0004 

.  0522 

.  3931 

1  t 

.  50 

-32.6? 

1.0053 

-.0029 

.0150 

.9155 

12 

1 . 00 

-31 . 4  1 

1 . 0143 

-.0122 

.  0150 

.919? 

13 

1.50 

-31 . 33 

.  960? 

- .  0069 

.  0635 

.3940 
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TABLE  X.  CENTER  BLADE  DATA  (i  =  -4.9) 


Y.'C 

Cpl 

C  vj2 

M  =lc  h 

■  1 

★  *^^**^-*'*-*'*--*r-*r-*T-'r-*'*'-*:'r-*‘ 

*  *  •*  -  *  *  * 

PRESSURE  SIDE  CENTER 

BLADE 

.  0007 

.  0  054 

.  9763 

1 . 0  u  y  2 

.0413 

.  0137 

.0160 

.  0019 

-.4322 

•  jCCC 

“ • rjjj 

.  i  i  3  6 

.  1497 

.  0319 

.  0066 

-.0446 

-  .  3  *  3  7 

.  2321 

.  1252 

.  0479 

.0112 

-.0138 

-.3273 

■*  77s 

.  12  3  3 

.  0858 

.0215 

.  0323 

-. 1973 

.  2633 

.1171 

.1213 

.  0303 

.  1205 

-.1473 

.  2531 

.1147 

.  1956 

.  0452 

.  1645 

- .  0383 

.2514 

.1117 

.  2695 

.  0576 

.  1962 

-.0457 

.  2464 

.  1095 

.  3433 

.  0663 

.2193 

-.0147 

.  2423 

.  1079 

.4192 

.0716 

.  2433 

.  0243 

.  2330 

.  1053 

.  4930 

.  0736 

.  2556 

.  0339 

.  2  3  6  9 

.  1054 

.  5669 

.  0727 

.  2792 

.  0655 

.  2330 

.  1037 

.  6407 

.  8673 

.  2363* 

.  0759 

.  2313 

.  10  31 

.7146 

.  0601 

.2910 

.  0314 

.2311 

.  1023 

.  7384 

.  0437 

.  2919 

.  0326 

.  2309 

.  1027 

.  3233 

.3411 

.  290  1 

.  0301 

.  2312 

.  1029 

.  3633 

.  0327 

.  2342 

.  0722 

.  2322 

.  1033 

.  9032 

■  0230 

.  2651 

.  3467 

.  2354 

.  104  7 

.9431 

.  0123 

.2234 

-.0093 

.  2421 

.  1076 

.  9330 

.  0006 

.  1377 

-. 1242 

.  2555 

.  1  135 

SUCTION  SIDE  CENTER 

BLADE 

.  0160 

.  0227 

-.2750 

—  •  5  7  7  £ 

.  3129 

.  1  3  3  6 

.  0319 

.  0310 

- .  2;363 

-.6934 

.3144 

1  3‘?  3 

.  0479 

.  0339 

—  .  £  9  6  3 

- . 7063 

.  3157 

.  1  3'?o 

.  0353 

.  0563 

-.3393 

-.3303 

"■  7*  3 

.14  4  0 

.1213 

.0710 

-.4763 

-.9476 

.  3  37 '? 

.  14  34 

.  1956 

.  0970 

-.5770 

-  1 . 0326 

.  3499 

.  1  "46 

.  2695 

.1170 

-.6364 

-1  .  1623 

.  3563 

.  1576 

.  3433 

.  1309 

-.6451 

-1 . 1733 

.  35  73 

.  1530 

.4192 

.  1399 

-.644  1 

-1  .  1726 

“•  c  -7 

•  j  Ji  • 

1  ”  -Z 

.  4930 

.  1432 

•  -.5938 

- 1 .  1113 

.  3324 

.  1  357 

.5669 

.1412 

-.5339 

-1 . 0243 

.  3443 

.  1  524 

.  6407 

.  1339 

-.4564 

- . 9208 

.  3355 

.  1  434 

.7146 

.  1209 

-.4169 

- . 3679 

.  330  7 

.  14  6  3 

.  7334 

.  1021 

-.2372 

-.6940 

.  3145 

.  1  39  3 

.  3233 

.  0395 

-.2197 

- .  6034 

.  3053 

.  1  355 

.  3633 

.  0755 

- .  1 6  6  1 

-.5316 

.  2937 

.1324 

.  9  0  3  2 

.0593 

- .  0596 

•  d  >;•  c»  *' 

.  2342 

.  1  1 

.  9431 

.  O40  7 

.  0239 

- . 2763 

.2724 

.  1  2  0  9 

.  9330 

.  0206 

.  1291 

-. 1357 

.  2563 

.114  1 
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TABLE  XI.  ADJACENT  BLADES  DATA  (i 


4.9) 


X-'C  ’|VC  Cp  1 

PRESSURE  SIDE  LEFT  BLADE 

.12  IS  . 0303  .0915 

.4192  .0716  .2434 

. 3283  .0411  .2937 

SUCTION  SIDE  LEFT  BLADE 

.1213  .0710  -.3933 

.4192  .1400  - , 6033 

.3233  .0395  -.2373 

PRESSURE  SIDE  RIGHT  BLADE 

.1213  .0303  .1799 

.4192  .0716  .2615 

.3233  .0411  .3010 

SUCTION  SIDE  RIGHT  BLADE 

.1213  .0710  -.4632 

.4192  .1400  -.6097 

.3233  .0395  -.2305 


Cp2 

Mach 

Mm*  1 

♦  *•*■**  +  » 

* . 

-. 1362 

.  1  1  66 

.0175 

.  2339 

.  1062 

.  0350 

.  2306 

.  1  026 

-.3369 

.  3279 

.1451 

1 . 1246 

.  3535 

.  1562 

- .  6277 

,  3031 

.  1 365 

- . 0676 

.  2490 

.1107 

.0413 

.  2359 

.  1049 

.  0947 

.  2294 

.  1021 

-.9367 

.  3369 

.  14  90 

l . 1264 

.  3  537 

.  1562 

-.6130 

.  3072 

.  1361 

■  ■  ■ 


TABLE  XII. 


PROBE  DATA,  UPPER  PLANE  AT  MIDSPAN 

(i  =  2.1) 


BLADE  TO  BLADE  TRAVERSE  MIDSPAN 


UPPER  PLANE 


P  o  i  n  t 

Loc ( i n  ) 

Beta. 

<3  0 lb  ar 

P  S'-'Q  1  b  *r- 

P  t  -  Q.  1  b  ar 

X.-'Xbar 

1 

-7.90 

-1.45 

.  6732 

.3135 

.  G563 

.6916 

■-I 

<L 

-6.93 

-1.44 

.  6632 

.3146 

.  0649 

.  8888 

3 

-5.95 

-1.45 

.6333 

.3115 

.  0973 

.  6713 

4 

-4.96 

-1.45 

.6319 

.3132 

.  04  36 

.  6957 

5 

-3.93 

-1.46 

.  6535 

.  3 1 35 

.0712 

.  6  8  4  1 

6 

-3.73 

-1 . 44 

.  6225 

.  3061 

.1159 

.  6652 

T 

r 

-3.43 

-1.43 

,  5783 

.  2963 

.  1342 

.  6361 

8 

-3.24 

-1.45 

.  5913 

.3016 

.  1546 

»  8  4  7  8 

9 

-2.99 

-1.41 

.  6533 

.  3223 

.  0700 

•  8  3  y  8 

10 

-2.74 

-1.43 

.  6703 

.  3169 

.  0605 

•  o  7 

11 

-2.49 

-1.47 

.6720 

.3193 

.  0553 

.  6396 

12 

-2.24 

-1.44 

.  6777 

.  3235 

.  0505 

.  8808 

13 

-2 . 00 

-1.42 

.6773 

.  3209 

.  0467 

,  o  ?  -•  y 

14 

-1.76 

-1.43 

.  6822 

.3196 

.  0451 

.  6947 

15 

-1.50 

-1.45 

.  6792 

.3213 

.  0  494 

.  5921 

IS 

-1.25 

-1.46 

.6735 

.3174 

.  0500 

.  6933 

1? 

-1.01 

-1.44 

.  6702 

,3110 

.  0630 

•  b  8 

10 

~ .  78 

-1.46 

.6215 

.  3032 

.  1233 

.  6621 

19 

~ « 52 

-1 . 45 

.5636 

.  2887 

.  1970 

.  8343 

20 

-.25 

-1 . 46 

.5674 

.  2909 

.  1924 

.  6341 

21 

-.02 

-1.46 

.  6342 

.  3193 

.  0956 

.  6595 

o  y 

1—  w 

.  23 

-1.45 

.  6319 

.3276 

.  044  1 

«  8823 

23 

•  4? 

-1.45 

•  8873 

.  3279 

.0372 

.  6954 

24 

.  73 

-1  .  44 

.  6339 

.3242 

.  0393 

,  8854 

25 

1 . 00 

-1 . 45 

.6774 

.3196 

.0526 

.  6  ?  1 5 

26 

1.23 

-1.44 

.  6713 

.  3232 

.0547 

.  8838 

27 

t .  49 

-1 . 43 

.  6757 

.3135 

.  0505 

*  8822 

23 

1 . 76 

-1.40 

.6770 

.3229 

.  0525 

.  6903 

29 

1 . 99 

-1 . 44 

.  6673 

.  3254 

.  0539 

.  6353 

39 

2.25 

-1.45 

.  6303 

.3133  ' 

.  1  067 

.  6675 

31 

2.50 

-1.43 

.  5799 

.  2975 

.  1773 

.  6396 

32 

2. 77 

-1.44 

.5344 

.  2999 

.  1  656 

.84  3  4 

33 

2.99 

-1.44 

.  6440 

.3271 

.  0749 

.  8758 

34 

3.25 

-1.44 

.6747 

.  3245 

.  0433 

.  6907 

35 

3.49 

-1.43 

.  6797 

.3196 

.  0477 

.  69  34 

36 

3.73 

-1.44 

.6 331 

.  3240 

.  0446 

.  6936 

37 

4.00 

-1.44 

.  6906 

.3143 

.  0351 

.  7012 

33 

5.01 

-1.45 

.  6596 

.  3222 

.  0632 

•  8338 

39 

6 . 02 

-1.44 

.6594 

.  3405 

.  0573 

.  8787 

40 

7 . 03 

-1.45 

.6665 

.3310 

.  0536 

.  6354 

41 

3.04 

-1.45 

.6115 

.3146 

.  1  £69 

•  8587 

42 

3.54 

-1.43 

.5576 

.  2932 

.  1  963 

•  8287 

139 


TABLE  XIII.  PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 

(i  =  2.1) 


BLADE  TO  BLADE  TRAVERSE  MI  DSP AH 


LOWER  PLANE 


P  o  i  n  t 

L  o  c  ''  in) 

Bet  a 

O'Q 1 b  an 

Ps'Q  1  bar 

Pf  y'Q  1  b  ar 

X bar 

l 

-4.00 

-39. 02 

1 . 0049 

-.0135 

.  0223 

.8571 

•J 

-3.00 

-39.02 

.  9946 

-.0195 

.  036  1 

.  3542 

3 

-2 . 00 

-39 . 39 

.  9935 

-.0031 

.  0234 

.  3546 

4 

-1.50 

-33.51 

.  9430 

-.0199 

.  0332 

.  3323 

5 

-  1 . 00 

-39.02 

.  9933 

-. 0204 

.0414 

•  3525 

6 

-.50 

- 3 *? .  27 

1.0126 

-. 0184 

.0131 

.  3612 

7 

0.00 

-39.27 

.  9709 

-.0170 

.  06  53 

.  8410 

3 

.50 

-39.30 

.  9383 

-.0155 

.  O950 

.  3231 

9 

1 . 00 

-40 . 27 

.9939 

-.0111 

.0377 

.  3501 

10 

1 . 50 

-33. 76 

1 . 0207 

-.0173 

.  0207 

.  8596 

11 

2 . 00 

-39.01 

.  9558 

-. 0050 

.  0  1  70 

,  £  5  5  £ 

12 

3.00 

-39.00 

1.0113 

-.0225 

.  0271 

.  3592 

13 

4.00 

-39.03 

.9372 

-. 0023 

.0425 

.  3444 

f  j  cn  co  o*  i'j 
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TABLE  XV.  ADJACENT  BLADES  DATA  (i  «  2.1) 


X  ✓  C  Y/C  Cpl  Cp2  Mach  Xv*l 


PRESSURE  SIDE  LEFT  BLADE 


.1218 

.  0303 

.  3202 

.0166 

.  2093 

,  0  V  i. 

.4192 

.0718 

.  3792 

.  1060 

.  1993 

.  0  8  ' 

.  3233 

.0411 

.  3920 

.  1253 

.  1977 

.  0  8  3  1 

SUCTION  SIDE 

LEFT  BLADE 

.1213 

.0710 

-.3530 

- 1 . 0104 

.  2  9  S  3 

I  1  S 

.4192 

.  1400 

-.3059 

-.9315 

.  2923 

.  1293 

.  3233 

.  0395 

.0319 

-.4200 

.  2503 

.1115 

PRESSURE  SIDE 

RIGHT 

BLADE 

.1213 

.  03O3 

.  3133 

.  0069 

.  2103 

.  09  36 

.4192 

.0716 

.  4069 

.  1473 

.  1952 

.  O  8  7  O 

.3233 

.0411 

.  4005 

.  1332 

.  1363 

.  0875 

SUCTION  SIDE 

RIGHT 

BLADE 

.  1213 

.0710 

-.4436 

-1.1401 

.  3085 

.  1 367 

.4192 

.  140O 

-.3346 

-. 9750 

.  2961 

.  1  3 1  3 

.  3233 

.  0395 

.  0526 

-  .  3  3  3  6 

.  2480 

.  1  103 
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TABLE  XVI. 


PROBE  DATA,  UPPER  PLANE  AT  MIDSPAN 
(i  =  5.3) 


BLADE  TO  BLADE  TRAVERSE  MIDSPAN 
UPPER  PLANE 


Po  i  nt 

L  o  c  <  i  n  > 

Bst.  a 

Q/Qlbar 

Pi-'O  1  bar 

P  t  /  Q  1  b  ar 

X.-'Xbar 

1 

-7.36 

-.31 

.  5794 

.  3  376 

.  1030 

.  6341 

2 

-6.90 

-.25 

.  4983 

.  3102 

.2132 

.  5374 

3 

-6.42 

- 1 . 50 

.6140 

.  3468 

.  0660 

.  6501 

4 

-5.92 

-1.47 

.6234 

.3439 

.  04  73 

.  6530 

5 

-5.42 

-1.49 

.6301 

.  3406 

.  0497 

.  6605 

s 

-4.94 

- .  3*5 

.  6276 

.  3437 

.  0510 

.  6535 

7 

-4.44 

-.  37 

.  5846 

.3442 

.  1035 

.  6331 

•3 

-3.  95 

“  •  33 

.  4779 

.  3O03 

.  2511 

.5747 

9 

-3.43 

“ .  34 

.6122 

.  3415 

.  0672 

.  6510 

10 

-2.97 

-.39 

.  6332 

.  3377 

.  0492 

•  *  *  £  *2 

1  1 

-2.49 

-.33 

.6214 

.  3466 

.  0530 

.  6541 

12 

-1.93 

-.33 

.  6387 

.  3395 

.04  92 

.  661 1 

13 

-1.73 

- .  33 

.6250 

.  3491 

.  0552 

.  6550 

14 

-1.57 

-.33 

.  6035 

.  3436 

.0779 

.  6452 

15 

-1.38 

-.37 

.  5567 

.  3351 

.  1345 

.  6200 

16 

-1.20 

-.33 

.5163 

.3111 

.  1924 

.  5997 

17 

-.99 

-.37 

.  5052 

.  3095 

.2110 

.5917 

13 

-.30 

- .  39 

.5535 

.  3290 

.  1449 

.6130 

19 

-.61 

-.38 

.  6055 

.  3405 

.  0311 

.  6457 

20 

-.40 

-.  38 

.  6229 

.  3443 

.  0539 

.  6549 

21 

—  . 

- .  3  3 

.  632  t 

.  3441 

.  0566 

.  6576 

•**!  --N 
•i  tS, 

-.01 

-.33 

.  630S 

.  3410 

.  0576 

.  6530 

23 

.  19 

-.40 

.  6334 

.  3383 

.  0557 

.  6593 

24 

.  33 

-.  33 

.6355 

.  3393 

.  0529 

.  6603 

25 

.  60 

- .  37 

.  6333 

.  3330 

.  0496 

.  6629 

26 

.  79 

“ .  33 

.  6304 

.  3373 

.  0557 

.  6596 

27 

1 . 00 

-.35 

.  6267 

.  3435 

.  0*03 

.  6556 

23 

1.20 

-.38 

.6173 

.34  12 

.0714 

.6510 

29 

1 . 40 

-.37 

.6016 

.  3293 

.  0  876 

.  6464 

30 

1 . 99 

-.34 

.4314 

.  3045 

.  2492 

.  5753 

31 

2.51 

-.37 

.  62 1  6 

.  3471 

.  06 1 2 

.6530 

32 

3.O0 

-.37 

•  bOiO 

.  3441 

.  0566 

.  6577 

33 

3.49 

-.36 

•  6  3  ci  9 

.  3371 

.  0529 

.6612 

34 

4.01 

-.40 

.  636  1 

.  3447 

.  0505 

.  6601 

35 

4.51 

"*  ■  o'  O 

.5370 

.  3335 

.1019 

.  6359 
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TABLE  XVII.  PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 
(i  =  5.3) 


BLADE  TO  BLADE  TRAVERSE  MIDSPAM 


LOWER  PLANE 


o  i  n  t 

Loc  •'  i  ti  > 

Bet  * 

Q  Q 1  b  if 

P  i  0  1  bar 

Pt-Olbar 

X/Xbar 

1 

-4.50 

-42.51 

.  9739 

-. 0204 

.  O  3  6  7 

.  3344 

2 

-4 . 00 

-41.52 

.9396 

-.0345 

.  0333 

.  3192 

3 

-3. 50 

-42.55 

•  9786 

-.0223 

.041  3 

.  3334 

4 

-3.00 

-42.56 

1 . 0003 

-.0153 

.0125 

.  3420 

5 

-2.50 

-41 . 43 

.9342 

-.0216 

.  0413 

.  3332 

6 

-2. 00 

-42. 79 

.  9532 

-.  0-304 

.  0734 

.  3213 

? 

-1.50 

-42.33 

1.O025 

-.0253 

.  0213 

.  3425 

3 

-1 . 00 

-42.39 

1 . O0O5 

-.0203 

.  0213 

.  3406 

9 

-.  50 

-42. 3b 

.  9439 

-  .  3  2  0  9 

.  0761 

.  3137 

10 

0.00 

-42. 42 

.  9507 

-.0295 

•  yy’36 

.  3194 

1 1 

.  50 

-42.41 

.  9931 

-.0216 

.  02S9 

.  3339 

12 

1 . 00 

-42.39 

1 . 0040 

-.0133 

.  0136 

.3411 

13 

1.50 

-42.33 

.  9639 

-.0OS3 

.0474 

.3253 

CENTER  BLADE  DATA  (i  =  5.3) 


r 


TABLE  XVIII. 


X-'C 

******** 


Cpl 

s  **■*■  +  *•*■  * 


Mach 


1  • 


I! 

t 

li 


PRESSURE  SIDE  CENTER  BLADE 


.  0007 

.0054 

.  5729 

.  3635 

.  1774 

.  0  7  9  l 

.0160 

.  0019 

.6332 

.4755 

.  1 6  3 1 

^*1  "7  ' ^ 

.0319 

.  0066 

.  5256 

.  29  1 1 

.13  71 

•  C*  j  4 

.  0479 

.0112 

.4645 

.  191 0 

.  1 990 

.  o*  y  y  6 

.  0333 

.  02  1  5 

.  431  1 

.  1364 

.  2052 

.  09  1  4 

.  1213 

.  0303 

.4112 

#  1  y  y 

.  203S 

.  O9  30 

.  1956 

.  0452 

.  3955 

.  0730 

.211? 

.  594  2 

.  2695 

.  0576 

.  3936 

.  0749 

.2120 

.  0  9  4  4 

.3433 

•  0  6  6  3 

.  4001 

.  0855 

.2103 

.  09  39 

.4192 

.0716 

.  4223 

.  1 220 

.  206  3 

.  0-9  2  1 

.  4930 

.0736 

.4136 

.1159 

.  2075 

.  5  924 

.  5669 

.0727 

.  4330 

.  1394 

.  2049 

.  0912 

.  6407 

.  0673 

.4247 

.  1253 

.  2064 

.  0  9  1  '3 

.  7146 

.0601 

.4237 

.  1242 

.  2066 

.  O920 

.  7334 

.  0437 

.4103 

.  1030 

•  2  U  S* '? 

.  0  9  3  0 

•  2  3  3 

.0411 

.  4010 

.  037  1 

.2107 

.  0933 

.  3633 

.  0327 

.  331  1 

.  0544 

.2142 

.  3954 

.  9032 

.  0230 

.  3437 

.  00  1  3 

.2199 

.  0979 

.  9431 

.  0123 

.  3010 

- . 0763 

.  2230 

.  1014 

.  9330 

.  0006 

.  1  760 

-.2317 

.  2430 

•  i  i  v  4 

SUCTION 

SIDE  CENTER 

BLADE 

.0160 

.  0227 

-1 . 7220 

-3 . 3903 

.  4  662 

.  204  1 

.0319 

.  0310 

- 1 . 2292 

-2. 5335 

.4131 

,  1  <!•  y 

.  0479 

.  0389 

-.3221 

-  1 . 9 1 6  6 

.  3753 

.  1655 

.  0353 

.  0563 

-.5553 

-1 . 4304 

.  3451 

.  1525 

.1213 

.0710 

- . 5266 

-1 . 4  326  • 

.  34  17 

.1511 

.  1956 

.0970 

-.4332 

-1 . 3696 

“l  •-!  *7 

.  1491 

.2695 

.1170 

-.4238 

-1 . 2642 

.  3294 

.  1  457 

.  3433 

.  1309 

-.3307 

-1 . 1936 

.  3241 

.14  35 

.4192 

.  1399 

-.3201 

-1 . 0942 

.  3 1 6  6 

«  1  4  O  4 

.  4930 

.  1432 

— . 255? 

—  Cl  yt  O  C; 

.  3034 

.  366 

.  5669 

.1412 

-. 1909 

-.3825 

.  2000 

.13  3  0 

.  6407 

.  1339 

-. 1274 

-  •  ?  7  ’6  6 

.  29  t  6 

*  4  9  *1 

.  7146 

.  1209 

-.0519 

-. 6549 

.  2  3  1  3 

.  !  24:3 

.  7334 

.1021 

.  O370 

-.5093 

.  2633 

.  1 9  3 

.3233 

.  0395 

.  0912 

-.4205 

.  2609 

.  115  9 

.  8633 

.  0755 

.  1324 

-.3530 

.  2547 

.  1  1  3  2 

.  9032 

-0593 

.  1653 

-.2934 

.  24  95 

.  1  1 09 

.  9431 

.  04O7 

.  1 9  3  6 

- . 2523 

.  245  2 

.  i  0  90 

.  9330 

.0206 

.  1959 

-.2490 

.  2449 

\  0  9 
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TABLE  XIX.  ADJACENT  BLADES  DATA  (  i  =  5.3) 


X/C  Y / C 


PRESSURE  SIDE  LEFT  BLADE 


.1213 

.0303 

.  3593 

.  0  1  95 

.2179 

,  O'? TO 

.4192 

.0713 

.  3733 

.0415 

.2156 

.  O’? SO 

.  3233 

.0411 

.  3653 

.  0294 

.  2169 

.  OSS 5 

SUCTION  SIDE 

LEFT  BLADE 

.1213 

.  0710 

- 

.  4799 

- 1 . 3560 

■  j'  i  6  2 

.  1  4  7 

.4192 

.  1  400 

- 

.3117 

- 1 . 0306 

.  3  1  5  6 

i  ~  7 

.3233 

.  0395 

.  0713 

-.4531 

;•  r*:  *:  £ 

.1172 

PRESSURE  SIDE 

RIGHT 

BLADE 

.1213 

.  0303 

.3422 

-. 0093 

.  2210 

.  O'? S3 

.4192 

.  0716 

.  3973 

.  0310 

.211 3 

.  3?4t 

.  3233 

.0411 

.  383  1 

.  0653 

.2130 

.  O'? 43 

SUCTION  SIDE 

RIGHT 

BLADE 

.1213 

.0710 

_ 

.  5164 

-1.4159 

.  3405 

.  1*505 

.4192 

.  1400 

- 

.  2955 

-1 . O540 

.  3135 

1  3  S '? 

.  3233 

.  0395 

.  0310 

- . 4372 

.  2624 

,  i  ib  5 
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TABLE  XX.  PROBE  DATA,  UPPER  PLANE  AT  MIDSPAN 

(i  =  8.8) 


BLADE  TO  BLADE  TRAVERSE  HI  DSP AM 
UPPER  PLAHE. 


'o  i  nt 

Loc (in) 

Bet  a. 

0/01  bar 

P  i  /  Q 1  b  &r 

P  t  /  u  1  b  *r 

X/  bar 

1 

-7.39 

- 1 .  OS 

.  5344 

.  3  1  3  1 

.  2045 

.  6000 

y 

-6.  92 

-.95 

,  6361 

.  3515 

.0621 

.  6537 

3 

-6.42 

-.97 

.  6377 

.  3529 

,  0  h,  0  Q 

.  6543 

4 

-3.94 

- 1 . 00 

.6337 

.  3571 

.  0606 

.  6530 

5 

-5.44 

-  1 . 00 

.6131 

.3431 

.  0374 

.  6451 

6 

-4.95 

- 1 . 02 

.4914 

.  2390 

.  2?  t  7 

.  5761 

"7 

i 

-4.45 

-t  .  00 

.5014 

.  2939 

.  2624 

.  5302 

3 

-  3 «  9  £ 

-1.04 

.  6404 

.  349  3 

.  O607 

.  3556 

•3 

-3.46 

-.99 

.  6335 

.  3522 

.  O  637 

.  65  35 

10 

-2 . 93 

- 1 . 02 

.6347 

.3534 

.  0612 

.6531 

1 1 

-2.43 

-1.02 

.  6246 

.3510 

.  0  791 

.  6465 

12 

-1.97 

- .  99 

.  4935 

.  2919 

.  2640 

.  5795 

13 

-1 . 79 

-1.00 

.  4690 

y  C|  ej  p 

.  3046 

.5611 

14 

-1.53 

-1.01 

•  4  3  o  9 

.  2944 

.  2553 

.  5311 

15 

-1 . 39 

-1.01 

.  563  1 

.  3223 

.  1650 

.  6160 

13 

-1.19 

"  1 . 00 

.6132 

.  339  S 

.  0937 

.  6442 

17 

-.99 

-1 . 00 

•  6  3  4  3 

.  3491 

.  0635 

*  6  5 2  3 

13 

- .  79 

-.95 

.  6  3  5 1 

.  3519 

.  O  647 

.  6527 

19 

-.60 

-1.00 

.642? 

.  3493 

.  0535 

,  6569 

20 

-.40 

-.97 

.  6363 

.  34  74 

.  0642 

.  6545 

21 

-.21 

- .  93 

*  6299 

.  34  4  $ 

.  0716 

.  6517 

22 

-.01 

-1.54 

.  6245 

.  3499 

.  0  779 

.6471 

23 

.  19 

-1.57 

.  6260 

.  3459 

.  0765 

.  6491 

24 

.41 

-1,53 

.6166 

.3421 

.  0375 

.  6450 

25 

.  60 

-1.54 

.  59  1 1 

.3321 

.131 6 

.  6294 

26 

.73 

-1.53 

.5431 

.3120 

.  1961 

.  6051 

27 

«  99 

-1.57 

.  4309 

.  2739 

.  2351 

.  5720 

23 

1.19 

-1.57 

.  4473 

•  2  6  6  7 

i  3  3  6 

.  5505 

29 

1 . 40 

-1 . 55 

.  4667 

.  2773 

.  3035 

.  5616 

30 

2.01 

-1.54 

.  627 6 

.3425 

.  0769 

.  6504 

31 

2.  50 

-1.54 

«  S3  O'? 

.  3443 

.  u  d  3  9 

C  e  ■*.  ■? 

»  O  J  A.  1 

32 

3.01 

-1.56 

.  6375 

.3433 

.0616 

.  6552 

33 

3.50 

-1.59 

.6211 

.  3436 

.  3923 

.  644  1 

34 

4.01 

-1.59 

.4  793 

y  -■  ‘  i 

.  2906 

.  5633 

35 

4,52 

-1.53 

.5113 

.293? 

:  •  4  cr  e; 

.  5373 

TABLE  XXI.  PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 

(i  =  8.8) 


BLADE  TO  BLADE  TRAVERSE  M I  DSP AN 


LOWER  PLANE 


P  o  i  fi  t- 

Loc ( i n > 

Bet  =i 

0.  /  Q 1  b  a.r 

P*/ 01  bar 

Pt  -  Q 1  b  ar 

X  -  V;  b  ar 

1 

-4.50 

-45.60 

1 . 0023 

-. 0256 

.  0527 

•  G  2 '?  G 

•-> 

-4.00 

-45.59 

1 . 0240 

- .  0233 

.  0279 

.  3336 

■5 

■-> 

-3.50 

-45. 59 

1 . 013" 

-. 0234 

.  0374 

.  3  3  4  7 

4 

-  3 . 0  0 

-45.60 

.  9690 

- .  0345 

.  0330 

.  3  1 9 1 

5 

-2 . 50 

-45.53 

l . 0123 

-. ©261 

.  0453 

.  3323 

G 

-2. 00 

-45. 63 

1.0174 

-. 0247 

.0321 

.  3373 

■? 

-1.50 

-45. 62 

.  96  1  3 

-.0329 

.0975 

.  3147 

o 

-  1 . 00 

-45.59 

.9574 

- .  0333 

.  1043 

.3143 

9 

-.50 

-46.22 

.  9935 

- .  0203 

.0537 

.327  0 

10 

0.00 

-46.21 

1  •  0  0  G  G 

-.0131 

.  0432 

.  3303 

1  1 

.50 

-46.23 

.  9906 

-.0233 

.  0622 

.  3249 

12 

1 . 00 

-45.72 

.9703 

-  .  0274 

.  0911 

.  3152 

13 

l  .  50 

-45.71 

1.0215 

-.0274 

.  0406 

.  3352 

f 

f 

f 

t 

i' 
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TABLE  XXII.  CENTER  BLADE  DATA  (i 


8.8) 


v c 

Y  /  C 

Cpl 

Cp2 

H  ac  h 

:  i 

*•*-*■*•$•**•*>*• 

PRESSURE 

SIDE  CENTER 

BLADE 

.  0007 

.  0  054 

.  3652 

.  0320 

.  204  l 

.  09O9 

.  0160 

.  0019 

.7  133 

.  624  9 

.  1  352 

.  0  6  o  :• 

.  0319 

•  00  6  <5 

.  6055 

.  4  343 

.  1603 

.0715 

.  0479 

.0112 

.  5465 

.  3360 

.1721 

.0767 

.  0353 

.0215 

.  4375 

.  2370 

.  1331 

.  03  16 

.1213 

.  O303 

.  4659 

.  2007 

.  1  370 

.  0  3  3  3 

.  1956 

.  0452 

.  4490 

.  1725 

•  l  9  9 

.  0  3  4  6 

.  2695 

.  0576 

.  4379 

.  1  539 

.  191  9 

c- 

.  3433 

.  0663 

.  4322 

.  1442 

.  t  329 

.  03  5  3 

.4192 

.0716 

.  4474 

.  1  o  9  8 

.  1  9  0  2 

.  0  3  4 

.  4930 

.  0  736 

.  4364 

.1513 

.  1921 

.  0  3: 5  6 

.  5669 

.0727 

.  4506 

.1751 

.  !  3  9  7 

.  034  5 

.6497 

.  0673 

.  4401 

.  1574 

.  1915 

t“  ■=;  T; 

.  7146 

.  O601 

.  4427 

.1619 

.1310 

.  0  ■:  5  1 

.  7334 

.  0437 

.  4253 

.  1336 

.  1  940 

.  0364 

.  3233 

.0411 

.4174 

.1194 

.  i  954 

.  0371 

.  3633 

.  0327 

.  4053 

.  1000 

.  1974 

.  03  79 

.  9032 

.  O230 

.  3700 

.  0399 

.  20  3  2: 

.  0906 

.  9431 

.0123 

.  3152 

-. 052O 

.2122 

.  0945 

.  9330 

.  0006 

.  2019 

-.2420 

.  2294 

.  1021 

SUCTION  S 

IDE  CENTER 

BLADE 

.  0160 

.  0227 

-1 . 5540 

- 3 . 1376 

1 X 

.  13  54 

.  0319 

.  O310 

-1 . 5651 

-3.206  1 

*  4  i  l! 

1  "■  “  O 

.  0479 

.  0339 

-1 . 4360 

~2.9  6 9  6 

.4111 

.  1  3  03 

.  0  3  5  S 

.  0563 

-.9724 

-2.2119 

.  3  67  2 

.  1621 

.1213 

.0710 

-.6347 

-1 . 6454 

.  S  3  2  6 

.  14  7  1 

.  1956 

.0970 

-.4303 

-1 . 3025 

.  3 1 0  1 

.  1  374 

.  2695 

.1170 

-.3771 

-1.2133 

.  304  0 

.  134  7 

.  3433 

.  1309 

-.3091 

- 1 . 0993 

.  296  1 

.13  1  3 

.4192 

.  1399 

—  7*  "7 

-  1 . 004  7 

.  2394 

.  12  3  4 

.  4930 

.  1432 

-. 1653 

-.3539 

,  u.  r  •:>  ~J< 

.  12  3  7 

•  565'? 

.1412 

-. 1295 

~ .  7979 

.2743 

,  i  2  1  ' 

.  6407 

.  1339 

-.0533 

—  .  6  7  y  6 

.  2652 

.  117  3 

.  7  1  46 

.  1209 

.0033 

-.5752 

•“  cr  — 

.114  3 

..7334 

.1021 

.  0736 

-.4433 

.247  0 

.  1  0  4  3 

.  3233 

.  0395 

.  1229 

-.3746 

.  2403 

.  1  0  7  1 

.  3633 

.0755 

.  1550 

-.3207 

•  2  2-  6  -L 

.  1  0  5  1 

.  9032 

.0593 

.  1903 

-.2615 

.2311 

.  1  0  2  3 

.  943  t 

.  O407 

.  2077 

—  3  ■? 

*  w  —  *J  'Z' 

.  I  0  1  7 

.  9330 

.  O206 

.2193 

-.2120 

*  2  2  -•  c- 

.  1009 
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TABLE  XXIII.  ADJACENT  BLADES  DATA  (i  =  8.8) 


:vc 

'iVC 

Cpl 

Op  2 

M  ic  h 

:;Vi  i 

+  -*■*  +  ■*  ir  ~  +  -r 

*r  -*r 

PRESSURE 

SIDE  LEFT 

BLADE 

.  1213 

.  0303 

.  4253 

.  1336 

.  1940 

.  0864 

.4132 

.3713 

«  4  3 1  6 

.  1433 

.  1930 

.  0:360 

.  3233 

.0411 

.  4090 

.  1053 

.  1963 

.  0877 

SUCTION  S 

IDE  LEFT  BLADE 

.1213 

.  0710 

-.4793 

-1. 3356 

•  vl3i 

.  1893 

.4192 

.  1  400 

9950 

•  &  *5  \ 

.  1231 

.  8233 

.  0395 

.  1097 

-  .  3  *  6  7 

.  2427 

.  1079 

PRESSURE 

SIDE  RIGHT 

BLADE 

.  1213 

.  030:3 

.  3415 

- . 0073 

.  2030 

.  0926 

.4192 

.0716 

.  4364 

.1513 

.1921 

.  0356 

.3233 

.0411 

.  4034 

.  1044 

•  1  3  o  ? 

.  0877 

SUCTION  S 

IDE  RIGHT 

BLADE 

.1213 

.07  tO 

- . 6005 

- 1 . 5330 

•  I’  4  V*  “s 

.  1455 

.4192 

.  1  400 

—  •?  !> 

- 1 . 0038 

.  2394 

.  1233 

.  3233 

.  0395 

.1145 

- . 3387 

.  2420 

.  1076 
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TABLE  XXIV.  BLADE  PERFORMANCE  DATA 


31 

27.9 

32.2 

39.2 

42.4 

45.9 

i 

-9.2 

-4.9 

2.1 

5.3 

8.8 

*2 

-2.9 

-1.8 

1.4 

0.4 

1.2 

6 

5.7 

6.8 

10.0 

9.0 

9.8 

D 

.269 

.319 

.403 

.456 

.503 

.028 

.023 

.022 

.041 

.057 

oT  cos3  32 

2 

2a  cos  3-j. 

.011 

.009 

.011 

.023 

.035 

~  cos 

202  <»io*> 

0.849 

0.690 

0.658 

1.242 

1.719 

AVDR 

1.001 

1.019 

1.059 

1.065 

1.114 

CP 

static 

.194 

.241 

.313 

.351 

.348 

CxM 

-.982 

-1.108 

-1.254 

-1.380 

-1.364 

CyM 

.  33 

-.022 

-.498 

-.566 

-.734 

CxB 

-1.106 

-1.218 

-1.596 

-1.476 

-1.503 

cyB 

-.304 

-.380 

-.643 

-.645 

-.711 

Q1  (in  H20) 

20 

22 

19 

22 

19 

X 

.12 

.12 

.12 

.12 

.12 
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APPENDIX  A 


PRELIMINARY  TESTS  WITH  FIFTEEN  C-SERIES  BLADES 

A  cascade  performance  evaluation  was  conducted  using  fif¬ 
teen  C-series  blades  in  preparation  for  a  similar  evaluation 
at  comparable  diffusion  factors  but  higher  solidity  using 
DCA  blading.  The  cascade  configurations  tested  are  given  in 
Table  A -I. 

Measurements  were  made  using  the  apparatus  and  instrumen¬ 
tation  described  in  Section  II. A.  Acquisition  and  reduction 
techniques  were,  with  noted  variations,  those  described  in 
Section  II. C.  Qref  (inlet  dynamic  pressure)  and  Xrgf  (inlet 
velocity)  were  used  as  reference  parameters  and  were  deter¬ 
mined  by  correlating  plenum  pressure  to  inlet  conditions  as 
outlined  in  Ref.  8,  p.  45.  Pressure  instrumentation  was  not 
installed  in  the  test  blades  so  that  a  momentum  balance  could 
not  be  made. 

As  reported  by  Duval  [Ref.  4]  and  McGuire  [Ref.  11],  the 
conditions  at  the  lower  plane  were  not  uniform  in  the  blade 
to  blade  direction  because  of  wakes  from  the  turning  vanes 
located  at  the  test  section  inlet.  Rather,  on  the  spanwise 
centerline  at  the  lower  measurement  plane,  the  impact  pressure 
had  a  well  defined  periodic  variation.  However,  about  the 
spanwise  centerline,  the  impact  pressure  was  uniform  over 
more  than  fifty  percent  of  the  span.  Since  the  inlet  flow 
conditions  were  not  uniform,  mass  averages  were  used  to 
calculate  properties  at  the  inlet  plane  from  the  probe  survey 
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measurements.  An  additional  check  for  inlet  and  outlet  uni¬ 
formity  was  made  by  recording  the  wall  static  pressures  at 
the  upper  and  lower  planes  on  both  the  north  and  south  walls. 
Figures  A-l  (a) -(c)  are  photographs  of  the  manometer  board 
recording  static  pressure  along  the  upper  and  lower  south 
wall.  As  can  be  seen  there  is  little  variation  on  each  wall, 
(about  ±.02  inches  water  at  the  upper  station  and  ±0.35 
inches  at  the  lower  station),. 

To  obtain  performance  characteristics  over  a  range  of 
incidence  angles  three  test  runs  were  conducted  nominally  at 
i  (iref  +  10°)  and  (i  ^  -  10°),  respectively.  The  actual 

incidence  angles  achieved  deviated  from  the  nominal  values 
by  up  to  a  degree  but  a  desired  twenty  degree  range  of  inci¬ 
dence  was  covered. 

The  procedure  for  setting  wall  angles  was  identical  to 
that  used  for  the  DCA  blading. 

Run  I  was  conducted  with  the  same  geometry  at  the  same 
conditions  as  the  tests  reported  by  Duval;  that  is,  with 
i  ;  iref  +  10°.  The  results  are  given  in  Tables  A-II  and 
A-III  and  results  are  shown  plotted  in  Figs.  A-2  to  A-5. 

Tables  A-II  and  A-III  contain  the  lower  and  upper  plane  probe 
data  respectively.  Figures  A-2  to  A-4  show  the  distribution 
of  the  total  pressure,  static  pressure  and  velocity  on  the 
spanwise  centerline  in  the  blade  to  blade  direction,  across 
two  adjacent  passages.  The  results  illustrate  the  near 
periodicity  of  the  two  centermost  blade  passages.  Figure  A-5 
shows  the  measured  air  outlet  angle  variation  at  comparable 


locations  between  the  two  blades.  It  is  noted  that  the 
measurement  uncertainty  resulting  from  the  course  resolution 
of  the  electrical  probe  actuator  (Table  II)  is  responsible 
for  the  apparent  lack  of  agreement  here.  The  degree  of 
two-dimensionality  available  at  this  angle  was  earlier 
demonstrated  by  Duval  [Ref.  4],  The  value  of  the  AVDR  was 
1.039,  considered  to  be  acceptable. 

Runs  2  and  3  were  conducted  at  inlet  air  angles  correspond¬ 
ing  to  approximately  iref  and  ire£  ~  10°.  In  both  cases 
two-dimensionality  was  checked  using  spanwise  measurements. 

The  results  shown  plotted  in  Figures  A-6  to  A-9  and  A-10  to 
A-13  show  that  in  each  case  the  total  and  static  pressures 
were  acceptably  uniform  over  nearly  fifty  percent  of  the 
span  about  midspan. 

In  each  case  the  AVDR  was  also  found  to  be  acceptable 
(Table  A-I) . 

In  runs  2  and  3  the  periodicity  of  the  centermost  blades 
was  examined  as  before.  The  results  in  Figures  A-14-A-15  and 
A-17-A-19  show  that  the  magnitudes  of  the  total  pressure, 
static  pressure  and  velocity  at  corresponding  positions  in 
two  different  blade  passages  were  very  similar  for  each  of 
the  two  incidence  conditions.  The  data  in  Figures  A-20  and 
A-21  show  that  the  outlet  angle  measured  over  four  passages 
varied  insignificantly. 

After  noting  the  two-dimensionality  and  periodicity 
available  in  each  run,  blade-element  performance  calcula¬ 
tions  were  made  using  the  probe  data.  All  calculations 
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followed  the  procedure  described  in  Appendix  C.  The  results 
are  given  in  Table  A-I . 

The  magnitude  of  the  loss  coefficients  and  the  variation 
with  incidence  were  as  expected.  The  losses  were  the  least 
at  a  nominal  incidence  of  irej  and  increased  substantially 
in  the  other  two  cases.  The  deviation  angle  and  diffusion 
factor  decreased  with  decreasing  incidence  angle  as  expected. 
The  AVDR  was  also  calculated  to  be  least  for  an  incidence 
angle  close  to  i-re£/  at  which  the  magnitude  was  close  to 
unity . 
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wall  Static  Pressure 
Distributions  (Lower 
and  Upper  Planes) 


II  -  iif .  '  , 
p  -  r '  ; 

|| ;  / 

V  • 

UPPER  PLANE  MIDSPAN 
C TW40  PASSAGES  OVEPLA'.ED) 


Fig.  A- 3 .  Probe  Survey  Data  at  Midspan 
(i  >>  ij-ef'  tPs'PwJl)  /Qref ' 
Upper  Plane) 


( F'p  1  en-Pt )  'Or  ef 

1.0  in.  FROM  PRESSURE  SIDE  OF  CENTERLINE  ELPDE 


Fig.  A-6.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Center  Blade  (i  :  i 

(PplerTpt)/Qref'  uWer  Plan) 


161 


f.  Pi  -Pw  1  )  .  'Qr  e  -f 

l.Q  m.  PROM  PRESSURE  SIDE  OF  CENTERLINE  BLADE 
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1 1 
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m 


INCHES 


Fig.  A-7.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Center  Blade  (i  r  i 
(Ps~Pw^)/Qref ,  Upper  Plane)  ref 
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Fig.  A-8.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Suction  Side  of  Center  Blade  (i  =  i  f, 

(Pplen"Pt)/Qref'  Upper  Plane) 
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( Ps-F'w  1  )  -  Gref 

1.0  in.  FROM  SUCTION  SIDE  OF  CENTERLINE  BLfiDE 


i  Pp 1 en-Pt ) /Ore  f 

1.0  in.  FROM  PRESSURE  SIDE  OF  CENTERLINE  BLADE 


Fig.  A-10. 


Spanwise  Probe  Data  Surveyed  1  in.  from 
Pressure  Side  of  Center  Blade  (i  <<  i 

(pplen‘Pt)/Qref'  Upper  Plane) 


ref' 


165 


i  Pp 1 en -Pt ) /Qref 

1.0  m.  FROM  SUCTION  SIDE  OF  CENTERLINE  BLADE 


Fig.  A-12.  Spanwise  Probe  Data  Surveyed  1  in.  from 
Suction  Side  of  Center  Blade  (i  <<  iref* 

(Pplen'Pt)/Qref'  Upper  Plane) 
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iPs-Pvl  i  Oret 
UPPER  PLANE  MIDSPAN 
1  TllO  PASSAGES  Ov'ERLAyED  ) 


I NCHES 


Fig.  A-15.  Probe  Survey  Data  at  Midspan  (i 
(Ps"Pwji)/Qref '  uPPer  plane) 


170 


-16. 


INCHES 


Probe  Survey  Data  at  Midspan  (i  ~  i 
X/Xref,  Upper  Plane)  re£ 
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C  P  p  1  e  n  -  P  t  )  0  r  e  f 
UPPER  PLANE  MIDSPAN 
(TWO  PASSAGES  OVERLAYED) 


Fig.  A-17.  Probe  Survey  Data  at  Midspan  (i  <<  i  - , 
(Pplen‘Pt)/Qref'  Upper  Plane) 
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OUTLET  ANGLE  'FOUR  PASSAGES) 
PLOTS  OVEPLflVED 


-12 


ia .  i 


INCHES 


Fig.  A-21.  Probe  Survey  Data  at  Midspan  ( 
Outlet  Angle,  Upper  Flane) 


TABLE  A-I. 

CONFIGURATION 
OF  PRELIMINARY 

AND  PERFORMANCE 
TESTS 

DATA 

Run  1 

Run  2 

Run  3 

Blade  type 

C  series 

C  series 

C  series 

Number  of  blades 

15 

15 

15 

Spacing  (S)  (inches) 

4 

4 

4 

Chord  (c)  (inches) 

5.12 

5.12 

5.12 

Solidity  (a) 

1.28 

1.28 

1.28 

Thickness  (%  chord) 

13.5 

13.5 

13.5 

Camber  angle  ($) 

20 

20 

20 

Stagger  angle  (y) 

16.2 

16.2 

16.2 

Air  inlet  angle  (B^) 

39.26 

27.57 

16.50 

Incidence  angle  (i) 

13.06 

1.37 

-9.69 

Deviation  angle  (6) 

8.15 

6.61 

5.94 

Air  outlet  angle  (S  ) 

14.35 

12.81 

12.14 

Diffusion  factor  (D) 

.3613 

.1900 

.0413 

AVDR 

1.039 

1.008 

1.017 

ICSS  COEFFICIENT  (w) 

2.936 

2.016 

4.125 

-2 

*  10 

-2 

x  10 

x  10'2 
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TABLE  A-II . 


PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 


(i  >>  i 


ref' 


Q.  .=23" 

lref 


h2o. 


X 


ref 


.13) 


BLhDE  TO  BLhDE  TRAVERSE  MlDiPhh 


LOWER  PLPlNE 


Po  t  n  t 

Loc  < i n > 

Beta 

O- 01  ref 

Ps  Qlrst 

P*  •  Q  Ire  f 

k-Xr~ 

*■**■*■•■** 

■*  4  *  *  *  *  *  *  4 

-* -T  * 

■T  *••-*•>•**■  4  rr 

*  4  **  -r  r  - 

1 

-4.  SO 

-39.04 

.9574 

-.0143 

.  0550 

.  9303 

2 

-3.00 

-39.54 

1 . 0035 

- .  0203 

.0123 

1 . 0031 

3 

“2 . 00 

-38.79 

.9611 

-.0204 

.0572 

.9321 

4 

-1.00 

-39.27 

1 . 0063 

-.0132 

.  0076 

1 . 3047 

5 

0. 00 

-39.29 

.9215 

-.0132 

.  0964 

.  9623 

6 

1 . 0© 

-39.53 

1.0043 

-.0146 

.  0063 

1 . 3037 

1 

2.00 

-39. 04 

.9519 

- . 0264 

.0732 

.  9777 

8 

3.00 

-39.79 

1 . 0093 

-.0202 

.3072 

1 . 0361 

9 

4.00 

-39.63 

.  9264 

-.0156 

.  03S9 

.  9644 
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TABLE  A- 

III.  PROBE  DATA, 

UPPER  PLANE 

AT  MIDSPAN 

(i 

>>;Lref' 

Qlref  =23°  H2 

0,  X  .  =  . 
ref 

13) 

BLADE 

TO  BLADE 

TRAVERSE 

ft  I  DSP  AN 

UPPER 

PLANE 

P  0  ’  t. 

L  o  c  <  i  n  > 

Bet  & 

QvO  1  ret" 

Pz  'Ctlref 

Pt  -  01  ret 

Y.s  .'.'ref 

♦  *  it  t  ♦  *•  *• 

♦♦***t*rHr 

♦  ip  ♦*♦«**•* 

l 

-4 . 00 

-14.18 

.6110 

.2854 

.1139 

.  7785 

2 

-3.  76 

-14.  18 

.  6862 

.  2793 

.  0429 

.  3246 

3 

-3.51 

-14.14 

.  7061 

.  2709 

.  0305 

.  8365 

4 

-3.26 

-14.19 

.  6985 

.2717 

.0376 

.3321 

5 

-3.01 

-14.17 

.  6974 

.2714 

.  0389 

.8314 

6 

-2.76 

-14.18 

.6901 

.  2723 

.  0459 

•  8t  i'  1 

7 

-2.53 

-14.20 

.  6834 

.2726 

.  0523 

.  8231 

8 

-2.28 

-14.  13 

.  6920 

.  2739 

.0424 

.8232 

<• 

-2.03 

-14.59 

.6959 

.  2732 

.  8391 

.  3  306 

10 

-1.77 

-14.53 

.7011 

.2682 

.  0332 

.  3337 

1 1 

- 1 . 53 

-14.55 

•  £324 

.2763 

.  0495 

.8224 

12 

-1.23 

-14.59 

.  6716 

.  2775 

.0597 

.3159 

13 

-1.32 

-14.17 

.6557 

.2805 

.  0723 

.3062 

14 

-.81 

-14.20 

.6233 

.2779 

.  1033 

.  7894 

15 

-.55 

-14.17 

•  5  £  B  3 

.  2769 

.  1662 

.  7512 

16 

- .  32 

-14.  18 

.  5605 

.  2713 

.  1791 

.  7462 

1? 

-.07 

-14.17 

.6109 

•  2S  £5 

.  1130 

.  7784 

18 

.  23 

-14.16 

.  6832 

.  2757 

.  0443 

.  3259 

19 

.  45 

-14.  15 

.  6991 

.2723 

.0363 

.  3324 

£0 

.71 

-14.17 

.6904 

.  2762 

.0417 

.3272 

£1 

.  94 

-14.  17 

.  6  7  S  1 

.  2766 

.  0537 

.3199 

22 

1.20 

-14.56 

.6765 

.2770 

.0549 

.3189 

mm  ■-/ 

1 . 44 

-14.59 

.6368 

.  2706 

.0510 

.  3252 

24 

1 . 70 

-14.58 

.  6917 

.  2702 

.  0461 

.  3281 

25 

1 . 96 

-14.58 

.  7020 

.  2717 

.  0341 

.  3341 

26 

2.20 

-14.58 

.  7099 

.  2670 

.  0305 

.  3339 

27 

2.46 

-14.61 

.  7053 

.  2716 

.  0303 

.  3  3  £  I 

28 

2  •  70 

-14.59 

.6775 

.2732 

.  053O 

.3195 

29 

2.95 

-14. 76 

.  6786 

.  2775 

■  052 1 

.  3201 

30 

3.21 

-14.26 

.6519 

.2735 

.  07S7 

.  3040 

31 

3. 45 

-14.27 

.5912 

.  2776 

.1417 

.  7661 

3  cL 

2*  •  i‘  A. 

-14.25 

.  5593 

.  2756 

.  1763 

.  7453 

33 

4.01 

-14.90 

.6331 

.  2341 

.  0925 
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TABLE  A-IV.  PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 

(1  ~  1ref'  Qlref=26"  H20'  Xref  s,13) 


BLADE  to  blade  traverse  mibspan 


LOWER  PLANE 


Pc  i  nt  Loc  <.  i  n  > 


Bet  &  Q/Cilref 


Pi/Qlret' 


P  t '  Q 1  r  e  f 


r.  'Ar*t 
? *♦ * ♦  «*** 


1 

-4.00 

-27.Q9 

.9541 

-.01 85 

.  0821 

.  9751 

2 

-3. 00 

-27. 57 

.  9888 

-.0073 

.  0139 

.  9908 

3 

-2.00 

-27.59 

.  9358 

—.0049 

.  0896 

.  9851 

4 

-1.00 

-27.58 

.  9957 

-.0102 

.0121 

.  9952 

5 

0. 00 

-27.57 

.  9039 

-.0094 

.  1070 

.  9490 

€ 

1 . 00 

_  **?  -!*  C*  •“> 

C.  1 

.  9923 

-.0100 

.0154 

.  9935 

r 

1.50 

-27.58 

.9809 

-.0031 

.0255 

.9873 

3 

2.00 

-27.58 

.9137 

.  0043 

.0774 

.  9580 

5 

3.00 

-27.57 

1.0111 

-.0193 

.  0050 

1 . 0029 

10 

4.00 

-27.52 

.  9244 

-.0119 

.  0382 

.  9595 
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TABLE  A-V. 


PROBE  DATA,  UPPER  PLANE  AT  MIDSPAN 


(i  ~  i 


ref' 


Qlref  =26" 


h20, 


X  ,  =  .13) 
ref 


BLADE  to  blade  traverse  mi  dsp ah 
UPPER  PLANE 


P  o  i  nt 

Loc  <  \  ri  > 

Bet  ci 

0  Qlref 

Pi  'Qlref 

P*  Qlref 

U  Ur  e 

Hr  -r  ♦  t  tr 

*•******■**• 

it*-******'**'*-* 

■**►■*•■*-***■*’**♦ 

♦  *  T-r--  ♦ 

1 

-7.92 

-12.79 

.3177 

.  1  377 

.  0493 

.  8939 

2 

-6.91 

-12.81 

.3149 

.  1238 

.0614 

.  3'r7  6 

3 

-5.92 

-12.78 

.8340 

.  1329 

.  03  76 

.  9077 

4 

-4.  94 

-12. S3 

.  8053 

.  1369 

.  0634 

.  3921 

5 

-3.97 

-12.34 

.3148 

.  1394 

.0510 

.8972 

$ 

-3.72 

-12.32 

.  8350 

.1311 

.  0334 

.  9083 

7 

-3.47 

-12.31 

.8335 

.  1337 

.  0374 

.  9074 

8 

-3.23 

-12.30 

.8362 

.  1298 

.  0334 

.  9089 

9 

-2.98 

-12.31 

.  8268 

.  1294 

.  0494 

.  9035 

10 

-2.73 

-12.88 

.8273 

.  1320 

.  0455 

.9041 

1  1 

-2. 48 

-12. 73 

.8287 

.  1304 

.  0456 

.  9049 

12 

-2.23 

-12.32 

.  8367 

.1319 

.  0358 

.  9092 

13 

-1.99 

-12.30 

.3471 

.  1232 

.  0283 

.9148 

14 

-1.74 

-12.31 

.8313 

.  1361 

.  0373 

.  9061 

15 

-1.49 

-12.31 

.8312 

.  1350 

.  0385 

.  9061 

16 

-1.24 

-12.81 

.3213 

.  1  333 

.  0504 

.  9003 

17 

-1.00 

-12.81 

.  7800 

.1411 

.  0355 

.  3730 

13 

-.76 

-12.33 

.  7050 

.  1561 

.  1482 

.8343 

19 

-.59 

-12.82 

.6493 

.  1 607 

.2010 

.  8015 

20 

- .  26 

-12.32 

.7343 

.  1586 

.1149 

.3520 

21 

-.01 

-12.82 

.8296 

.  1349 

.  0402 

.  9052 

22 

.24 

-12.77 

.8368 

.  1303 

.  0368 

.  9091 

C. 

.  49 

-12.32 

.3331 

.  1256 

.  0406 

.9100 

24 

.  7  4 

-12.81 

.  8250 

.  1233 

.0510 

.  9029 

25 

.  99 

-12.82 

.  3 1  S3 

.  1236 

.  0533 

.  3992 

26 

1 . 23 

-12.78 

.  320  1 

.  1234 

.  0566 

.  90102 

27 

1.4? 

-12.80 

.  8270 

.  1278 

.  0501 

.  9039 

23 

1 . 74 

-12.33 

.  3380 

.  1292 

.  0371 

.  9099 

29 

l  ,  99 

—  7  v  ft  4 

1  L  i  V  W 

.  8397 

.  1273 

.0373 

.  9103 

30 

2.24 

-12.82 

.  3406 

.  1237 

.  0350 

.9112 

31 

2.49 

-12.32 

•  ‘J  1 

.  1297 

.  0473 

.  9O40 

32 

T'  "7  *? 

-12.30 

.8222 

.  1300 

.  0523 

.  9012 

3  3 

2 . 99 

-12.81 

.3028 

.  1343 

•  0  o  3 1' 

.  3906 

34 

3.24 

-12.31 

.7146 

.  1533 

.  1362 

.  34  02 

■?  IF 

If  -J 

3.51 

-12.38 

.656  0 

.  1  625 

.  1 926 

.  305  3 

36 

3.74 

-12.31 

.  7491 

.  1555 

.  1033 

.  3601 

37 

4.01 

-12.84 

.8407 

.  1309 

.0327 

.3111 

38 

5.02 

-12.33 

.8364 

.  1234 

.  0446 

.  9090 

39 

6. 03 

-12.33 

.  3556 

.  1248 

•  3  a!  3  3 

.9192 

40 

7. 00 

-12.82 

.3071 

.  1333 

.  0647 

.  3?  29 

41 

8.01 

-12.30 

.  8364 

.  1343 

.  0337 

.  9036 
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TABLE  A -VI .  PROBE  DATA,  LOWER  PLANE  AT  MIDSPAN 


(i  <<  i 


ref'  wlref 


=  27"  H„0,  Xref  =  .13) 


BLASE  TO  BLADE  TRAVERSE  MIBSPAN 


LOWER  PLANE 


o  i  n  t 

Loc  C  i  (i > 

Btt  A 

0  Qlref 

Ps/Qlr*f 

Pt-.'Q1  r*f 

■A-Xr  * 

if  »  if  if  -*r  it 

*■  if 

l 

-4.00 

-16.43 

.9359 

.0056 

.1156 

.  9666 

-3.00 

-16.40 

.  9340 

-.0058 

.  0766 

.  9910 

-2.00 

-16.45 

.9532 

- .  0026 

.  1004 

.9781 

4 

-  i .  50 

-16.43 

.  9935 

.  0058 

.  0550 

.  9953 

5 

-1.00 

-16. 46 

1.Q077 

.  0022 

.  0439 

1 . 0024 

t. 

-.50 

-16.45 

i  9772 

.0041 

.  0739 

.  9373 

»' 

0.80 

-16.66 

.9245 

.00  33 

.  1296 

.  9608 

8 

.50 

- 16 . 69 

.  9783 

.0014 

.0753 

•  9S79 

Q 

1 . 00 

-16.46 

.9786 

.0057 

.  0707 

.  9879 

10 

1.50 

- 1 6 . 46 

.  9302 

.  0030 

.  1239 

.  9637 

i  i 

2.00 

-16. 44 

.9338 

.0045 

.1134 

.  9630 

12 

3.O0 

-16.65 

.9870 

.  0026 

.  0648 

.  9921 

13 

4.O0 

-16.70 

.9307 

.  0072 

.  1192 

.9638 
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TABLE 

A-VII. 

PROBE  DATA, 

UPPER 

PLANE  AT  MIDSPAN 

(i  <<  ^ref ' 

Qlref  = 

27"  H-O,  X  , 

2  ref 

=  .13) 

ELhI'E 

TO  BLABE 

TRAVERSE 

MlBSPAH 

UPPER 

PLANE 

P  o  1  r'i 

Loc 1  i n  < 

BU  i 

O-'Glret 

Pi-  01  ref  P » -  01 r « t 

Xr«t 

i*  *  *r  ♦  * 

l 

-7.91 

-12.16 

.9896 

-.0413 

.  I860 

.  9947 

•*% 

6. 

-6.91 

-12.  16 

.  9744 

- . 0424 

.  1227 

.  9372 

3 

-5.90 

-12.14 

1.0109 

-.0473 

.  0895 

1 . 0054 

4 

-4.95 

-12.  15 

.3944 

-.0060 

.  1  ’00 

.  9454 

5 

-3.97 

-12.14 

1. 0014 

-.0435 

.  0955 

1 . 0606 

6 

-3.72 

-12.12 

1 . 0043 

-.0504 

.  0995 

1.O022 

-* 

-3.46 

-12.  15 

.  9987 

-.0457 

.  1005 

.  9993 

3 

-3.23 

-12.14 

1.0032 

-.0502 

.  1003 

1 . 0017 

9 

-2.97 

-12.15 

1 . 0068 

-.0468 

.0930 

1 . 0033 

10 

-2.73 

-12.  16 

1.0177 

-.0511 

.  0860 

1 . 0083 

1  1 

“  2  •  49 

-12.11 

1.0098 

-.0494 

.0925 

1 . 0049 

12 

-2.23 

-12.  15 

1.0175 

-.0510 

.  0360 

1 . 0o37 

13 

-1.98 

-12.  16 

1.0197 

-. 9439 

.  0316 

1 . 0097 

14 

-1 . 73 

-12.16 

.9865 

-.0363 

.  1043 

.  9930 

15 

-1.49 

-12.  13 

.  8621 

-.0050 

.  2026 

.  9284 

Id 

-1.25 

-12.  14 

.  8036 

.0122 

.  2463 

.  3963 

17 

-1.00 

-12.  16 

.8843 

-.0858 

.  1302 

.  9401 

18 

-.75 

-12.  14 

.  9462 

-.0331 

.  1427 

.  97  27 

18 

-.50 

-12.  15 

.9707 

-.0364 

.  1204 

.9351 

20 

-.26 

-12. 13 

.9695 

-.0388 

.  1240 

.  9346 

21 

-.02 

-12.  15 

.  9700 

-.3413 

.1261 

.  9849 

22 

.  23 

-12.14 

.  9306 

-.0421 

.1156 

.  9902 

23 

.51 

-12.  16 

.  9876 

-.0475 

.1137 

.  9933 

24 

-*  -n 

•  t  j 

-12.  14 

.9976 

— ■ 0446 

.  1002 

.  9937 

25 

.  99 

-12.13 

1.0144 

-.0504 

.  O  3  a  5 

1 . 0071 

2d 

1 . 25 

-12.11 

1 . 0009 

-.0454 

.  0976 

1 . 0003 

27 

1.49 

-12.  13 

1 . 0031 

-. 0497 

.  0943 

1 . 0040 

2S 

1 . 75 

-12.  16 

1.0162 

-.0506 

.  0363 

1.0O79 

29 

2.81 

-12.15 

1.0131 

-.0464 

.0358 

1 . 0062 

30 

2.25 

-12.12 

.  9313 

-.0375 

.1103 

.  9903 

31 

2.50 

-12.13 

.3713 

-.0052 

.  1926 

.  9334 

32 

2.75 

-12.12 

.8137 

.  0096 

.  2334 

.  9019 

■m' 

3. 00 

-12.12 

.  3349 

-.0091 

.  1823 

.  9404 

34 

3.25 

-12.12 

.  9734 

-.0409 

.1219 

.9865 

35 

3.50 

-12.15 

.9968 

-.0465 

.  1029 

.  9923 

3d 

3.75 

-12.14 

.  9394 

-.0459 

.  1100 

.  9946 

37 

4.01 

-12.  13 

.9871 

-.0412 

.  1073 

.  9933 

38 

5.00 

-12.12 

.9351 

-.0455 

.1141 

.  9925 

39 

6.03 

-12.11 

1 . 0339 

-.0438 

.0926 

1.0017 

40 

7.02 

-12.10 

.9159 

-.0180 

.  1592 

.9567 

41 

8.02 

-12.15 

.9999 

-.0477 

.  1007 

.  9993 
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APPENDIX  B 


BLADE  FORCE  EVALUATION 

B. 1  Using  Probe  Survey  Data  and  Momentum  Conservation 

The  application  of  the  principle  of  momentum  conserva¬ 
tion  to  a  control  volume  enclosing  a  single  blade  results 
in  the  following  expressions  for  the  components  of  force 
acting  on  the  blade  [Ref.  12,  Eq .  5  (33)  and  Eq.  5  (34)]: 


R 


tM 


s 

in  V  -  |  p  Ah  V  V.  dx  +  E 

tl  0  1  2  c2 


B-  ( 1) 


R 


aM 


m  ~  /  ?-  4h  V,  dx  +  p.  Ah  s 

s  ai  o  2  a2  1 


s 

/  p  7  Ah  dx 

0 


B-  (2 ) 


It  was  assumed  in  the  analysis  that  the  flow  was  steady, 
that  the  body  forces  were  negligible,  that  the  flow  was  uni¬ 
form  at  the  inlet  station  (subscript  1)  and  not  necessarily 
uniform  at  the  outlet  station  (subscript  2) ,  and  that  the 
flow  was  two-dimensional  over  the  constant  depth  Ah.  In 
Eq.  B- (1)  and  Eq.  B-(2); 


R  M  =  component  of  force  in  the  blade-to-blade 

M  ("tangential"  direction,  x) 

R  M  =  component  of  force,  normal  to  the  cascade 

a  face  ("axial"  direction,  y) 

p  =  static  pressure 

p  =  density 
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ms  =  mass  flow  rate  through  one  blade  space 

V  =  component  of  velocity  in  the  blade-to-blade 

direction  (x) 

V  =  component  of  velocity  in  the  axial  direction 

a  (y) 

dx  =  an  element  of  length  in  the  blade-to-blade 
direction 

s  =  the  blade  spacing 

E  =  component  of  shear  force  in  the  blade-to- 
blade  direction  acting  on  the  control  sur¬ 
face  at  the  downstream  plane 

It  is  argued  by  Vavra  [Ref.  12]  that  for  a  symmetrical 
wake,  E  will  vanish  and  that  in  general  E  will  be  small  and 
may  properly  be  neglected.  In  the  present  case  the  inlet 
conditions  are  not  strictly  uniform  and  therefore  an  integra¬ 
tion  is  also  required  over  the  inlet  control  surface.  Using 
Ah  =  1,  so  that  the  equations  are  written  for  unit  span, 

Eq.  B- (1)  and  Eq.  B-(2)  become,  respectively; 


s  s 

/  o  v  V  dx  -  / 

0  1  al  tl  0 


%  % 


B-  ( 3) 


R 


aM 


s  s  s 

/  p  dx  -  {  0  V2  dx  +  j  p.  dx  B-  ( 4 ) 

0  1  al  0  2  2  0  1 


-  /  p,  dx 

0 


Each  of  the  terms  on  the  RHS  of  Eq.  B-(3)  and  Eq.  B-(4) 
can  be  evaluated  from  the  probe  survey  data  obtained  at  the 
midspan  at  lower  and  upper  planes. 
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m 


B. 2  Using  Blade  Surface  Pressure  Measurements 

The  force  on  the  blade,  excluding  the  component  due  to 
shear  stresses  at  the  surface,  can  be  obtained  by  integrating 
the  pressure  distribution  measured  over  the  blade  surface. 

The  resultant  force  per  unit  span,  F  ,  can  be  written 
as 

Fb  =  /  dF  =  -  /  p  s  ds  B-  (5) 

surface  surface 

where 

dFB  =  resultant  force  on  an  element  of  area  of 
the  blade  surface 

p  =  static  pressure  on  the  blade  surface 

9 

d£  =  element  of  distance  along  the  surface 

s  =  outward  normal  unit  vector  at  the  surface 

In  order  to  evaluate  F  from  measurements,  it  is  con- 
venient  to  first  evaluate  the  components  of  F  in  a  blade 
coordinate  system,  and  from  these  deduce  the  components  in 
the  "axial"  and  "tangential"  directions. 
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The  blade  coordinate  system  which  was  used  and  an  ele¬ 
mental  surface  distance  are  shown  in  the  preceding  sketch. 

The  components  of  the  elemental  blade  force  in  the 
coordinate  directions  x^  and  yn  are  obtained  by  taking  the 
dot  produce  of  dFg  with  the  unit  vectors  (i^)  and 
respectively : 

11  '  d^B  =  _Ps(il*s)d5  =  Ps  sin  T  di>  =  Ps  dYn 

12  '  dPB  =  "ps(i2*s)d5  =  "ps  COS  T  d5  =  “Ps  dxc 


Then,  the  components  of  the  blade  force  F^ 

< 

are  obtained  by  integration: 


and  F 

y 


n 


F  =  /  p  dy  B-  ( 6 ) 

xc  surface  s  n 

F  =  -  /  p  dx  B-  ( 7 ) 

yn  surface  s 

In  practice  the  integration  was  performed  in  sections 

so  that  dx  and  dy  were  always  positive.  Referring  to  the 
c  c 

preceding  sketch. 


AFE 


ps 


-  /  P3  -  J  P,  dyr 


CDE 


AB 


+  /  ps  dyn 

CB  s  n 


■  /  PS  dXC  +  /  ps  dxc 

FED  S  C  FABCD  s 


B- (6a) 


B- (7a) 
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The  relationship  of  the  force  components  (F  ,F  )  in 

xc  yn 

the  blade  coordinate  frame  (x  ,y  )  to  the  force  components 

c  n 

(R  , R  )  in  the  cascade  coordinate  system  (x,y)  is  shown 
o  aB 

in  the  sketch.  From  the  geometry 


R.  =  -(F  cos  y  +  F  sin  y)  B-  ( 8 ) 

tB  yn  xc 


R  =  -(F  sin  y  -  F  COS  y)  B-(9) 

aB  yn  Xc 


where  y  is  the  stagger  angle. 


B. 3  Reduction  to  Force  Coefficients 

As  reported  by  Duval  [Ref.  4]  all  measurements  are  sub¬ 
ject  to  some  time  dependence  as  a  result  of  fluctuations  in 
supply  conditions.  To  greatly  reduce  the  effect  of  non¬ 
constant  supply  conditions  on  data  which  must  be  integrated, 
all  terms  are  referenced  to  the  plenum  conditions  recorded  at 


the  time  of  the  individual  measurement.  This  has  the  effect 

of  reducing  all  quantities  to  non-dimensional  coefficients 

which  may  then  be  compared. 

1  2 

The  quantity  5  pref  vref  was  use<^  as  a  referenc©  quantity 
for  measurements  of  pressure  where  Pref  and  V  ^  were  deter¬ 
mined  from  plenum  conditions  as  described  in  Appendix  D. 

Since  the  stagnation  temperature  is  taken  to  be  constant 
throughout, 


2  Pref  Vref 


p  u  -  x2  —£• 

Ptref  Xrefli  XrefJ  R 


B- (10) 


where 


Ptref  =  plenum  total  pressure 


i  - 

tref 


B-  (11) 


p  .  =  wall  static  pressure  at  the  lower 

re  (inlet)  plane 


It  is  noted  that  X  is  a  dimensionless  velocity  defined  by 


X  = 


/2  Cp  Tt 


B-u.2: 


where  V  is  the  local  velocity,  V  =  *2  C  T~  is  the  "limiting" 

—  p  u 

velocity  and  Tfc  is  the  stagnation  temperature. 

Using  the  perfect  gas  equation  of  state,  the  stagnation 
density  is  given  by 


B-  (13) 


189 


so  that  the  local  density,  p,  can  be  written  as 


1 1  y2 .  1/(Y~1) 
P  *  p  t  (1  -  X  ) 


B-  (14) 


The  "axial"  and  "tangential"  components  of  the  velocity  can 
be  written  respectively  as 


V  =  V  cos  3 ■ 

cl  X 


B-  (1 5 ) 


=  -  V  sin  3  . 


B-  (16) 


where  8^  is  the  air  angle  at  inlet  (i  =  1)  or  outlet  (i  =  2) 

defined  in  Fig.  11.  Using  the  relations  given  in  Eq .  B~(10)- 

Eq.  B-(16),  the  blade  force  components  R.  and  R  given  by 

aM 

the  equations  B-(3)  and  B-(4)  can  be  written  as  force  coeffi¬ 
cients  C  and  C  aiven  by 
xm  yM  ' 


'x  1  „2 

m  =■  p  _  v  _  s 

2  ^ref  ref 


B-  (17) 


ym  \  o  V2  s 

2  ref  ref 


B- ( 18 ) 


so  that 
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_  i  j'S  _tl(n>  }  xi(n't)  2  1  -x^(Ti,t)  l/(Y— 1) 

s  o'  ptref (t)  Xref(t)  1  -X^Qf  (t) 


■cos  a^(n)sin  a^(n)dx 
,  S  Pt0  (n,t)  X.  (n,t)  2  1  -X?  (r)/ 1) 


,  2  f~  2  f  2 
s  0J  Ptref  Xref(t) 


l1'"  M/(v-l) 
■2  ~TJ 


1'Xref(t) 


•cos  d1(n)  sin  32(n)  dx 


3-  (19 ) 


Pt  (n.t)  x  <n,t)  2  i-x*!n,t>  1/ (Y-1) 

f  /  f- ---ft)  Iv-  ( - 5 - 1 

0  Ptref  ^  Xreflt)  1_Xref(t) 


•cos  p1(rj)dX 

2  .s  Pt,(r,'t)  X  (n,t)  2  1  -  X,  (ri/ 1)  1/  (Y-l) 

s  0  tref(t'  Xref  1-X  .(t) 

ret 


•cos  s1(n)dx 


+ 1  ,s _ _ 

3  °J  Ptre£(tl  xr.£(t)tl-X»£(t)!l/<Y‘1)i 


-  ?  / 


P  2  (n » t ) 


S  0  Ptref(t)  Xref(tl'1-Xre£(c)ll/<’‘l)i 


B-  (20) 


where  (n)  denotes  spatial  and  (t)  denotes  possible  time  depend¬ 
ence  as  described  in  Appendix  D. 

Similarly,  blade  force  coefficients  can  be  obtained  from 


the  surface  pressure  measurements  using  the  relations 
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UNCLASSIFIED 


NAVAL  POSTS* A DU ATE  SCHOOL  MONTEREY  CA  F/S  21/5 

SUBSONIC  CASCADE  HIND  TUNNEL  TESTS  USINB  A  COMPRESSOR  CONPIBURA— ETC(U) 
JUN  Si  F  S  CINA 


B- (21) 


I  pref  Vref  s 


2  °ref  Vref  s 


B-  (22 ) 


If  the  surface  pressure  coefficient,  Cg/  is  defined 


1  w2 

2  pref  Vref 


then,  using  Eq.  B-(10), 


Ptref 


B-  (23) 


Using  Eq.  B-(23)  with  Eq.  B-(21),  Eq.  B-(22),  Eq.  B-(6a) 
and  Eq.  B-(6b),  these  results  follow: 


h  f  cs  dyc 
S  AFE  S  c 


/  Cs  dyc  '  /  Cs  dyc 

CDE  3  AB  S  C 


+  /  Cs  dyc] 

CB  S  C 


B-  (24) 


=  -[  /  C  dx  -  /  C  dx  ] 

a  J  SC  '  an 


FA BCD 


s  c 


B-  (25) 


Finally,  defining 


B- (26) 


2  Mref  ref 
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and 


using  Eq.  B-(8)  and  Eq.  B-(9), 


B-  (27) 


C  =  -(C  cos  y  +  C  sin  y)  B-(28) 

XB  yn  Xc 


C  =  -(C  sin  y  -  C  cos  y)  B- (29) 

yB  yn  c 


B.4  Data  Reduction 

All  integrals  were  evaluated  using  a  general  integration 
subroutine.  The  subroutine  FNlnteg  on  the  Hewlett-Packard 
System  45  [Ref.  7]  carries  out  the  integration  using  a  suc¬ 
cession  of  overlapping  quadratic  curves  through  the  individual 
data  points. 

The  values  of  C  and  C  (components  of  the  blade  force 
XM  yM 

coefficient  based  on  momentum  balance)  were  obtained  from  the 

prove  survey  data  using  Eq.  B-(19)  and  Eq.  B-(20). 

The  procedure  to  evaluate  C  and  C  (components  of  the 

XB  yB 

blade  force  coefficient  based  on  blade  surface  pressure 
measurements)  was  as  follows: 

i)  The  value  of  C  at  each  pressure  tap  was  calcu- 
lated  using  Eq.  B-(23). 

ii)  C  and  C  were  calculated  using  Eq.  B-(24)  and 
xc  yn 

Eq.  B-(25)  respectively. 
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iii)  C  and  C  were  calculated  using  Eq.  B-(28)  and 
XB  yB 

Eq.  B-  (29)  respectively. 
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APPENDIX  C 
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and 


Cp (n } 


p(n ,t) 
Pplen (t) 


0(3) 


are  expected  to  depend  only  on  position  in  the  survey. 

In  calculating  the  mass  averaged  conditions  at  the  inlet 
and  outlet  planes,  it  must  be  remembered  that  the  mass  flux 
on  the  midspan  centerline  at  the  inlet  plane  is  different 
from  the  mass  flux  on  the  midspan  centerline  at  the  outlet 
plane.  The  ratio  of  the  two  mass  fluxes  is  the  value  of  the 
AVDR  which  is  a  measure  of  the  centerline  stream  surface 
contraction. 

If  m(n,t)  is  the  local  mass  flux  and  n»ref(t)  is  a 
reference  mass  flux  based  on  plenum  supply  conditions,  the 
ratio 


k(n) 


m(n  ,t) 


m 


C-  (4 ) 


is  expected  to  depend  on  position  only.  We  can  then  express 
the  mass  averaged  total  pressure  coefficient  as 


s 

/  C  (n)  k(n)  dn 

0  Pt _ 

s 

I  k(n)  dn 

0 


0(5) 


and  the  mass  averaged  static  pressure  coefficient  as 
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/  c  (n  )  k  (  n)  d  n 

i  p 


/  k  (  n)  d  n 
0 


The  loss  coefficient  expressed  by  Eq.  C~(l)  is  equiva¬ 
lent  to  the  loss  coefficient  expressed  hy 


U) 


C-  ( 7) 


when  conditions  do  not  depend  on  time.  In  practice,  the 
effect  of  fluctuations  in  the  supply  conditions  are  reduced 
or  removed  if  the  loss  coefficient  is  evaluated  using  the 
definition  in  Eq.  0(7). 

Expanding  Eq.  C-(7)  using  Eq.  0(5)  and  Eq.  0(6),  the 
loss  coefficient  becomes 


/  Cp  ki 

0  ^tx 


/  Cp  k2  dn 

0  vt2 


|  ^  dri  /  k2  dn 


cj  — 


/  C  \  an 


0  ft 


/  dr^ 


/  C  k  dn 
0  P1  1 

/  dr^ 

A  A 


C-  (8) 


Re-arranging, 
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w  = 


S  3  J  k  1  dn 

/  Cp  k  dn  -  j  C  k2  dn(2^ - 1 

1  tl  0  ‘2  J  k,  dn 

_ 0 

S  S 

/  C  k  dn  -  J  C  k  dn 

n  A  n  Pi  x 


0(9) 


and  following  Appendix  D,  Eq.  D-(8), 


AVDR  = 


/  k0  dn 

)  f 

s 

/  k1  dn 


so  that 


s  s 

J  Cp.  kl  dn  ‘  A\^R  J  Cp^  k2 


do 


u>  = 


s  s 

/  C  k.  dn  -  /  C  k.  dr 

o  P  i-  rt  P*.  1 

0  ^  c  0 


0(10) 


C.2  Data  Reduction 

From  recorded  data,  at  each  point  in  each  survey  k(n) 

was  calculated  using  Eq.  D—  ( 15 )  (and  Eq.  D-(5)),  C  and  C 

P^  P 

were  calculated  using  Eq.  C-(2)  and  Eq.  C— ( 3 )  respectively, 
the  AVDR  was  obtained  according  to  Appendix  D  and  the  loss 
coefficient  was  calculated  using  Eq.  0(10). 
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APPENDIX  D 


CALCULATION  OF  THE  AXIAL  VELOCITY-DENSITY  RATIO  (AVDR) 

(By  D.A.  Duval;  Reproduced  without  change  from  Ref.  4.) 

Continuity  requires  that: 

s  _  s 

/  cos  dn  =  /  h2  p2  V2  cos  3  dn  D-(l) 

0  0  2 

where 


=  density 
=  velocity 
B-L  -  air  inlet  angle 
6 2  =  air  outlet  angle 

h^  =  spanwise  streamtube  depth 
s  =  blade  spacing 

n  =  blade-to-blade  dimension,  normal  to  axial 
direction, 

and  subscripts  1  and  2  refer  to  the  test  cascade  inlet  and 
outlet  respectively. 

As  air  passes  through  the  cascade,  boundary  layers  build 
up  along  the  side  walls,  contracting  the  streamtube  in  the 
spanwise  direction.  As  a  measure  of  the  two-dimensionality 
of  the  flow,  the  AVDR  is  the  ratio  of  the  equivalent  depths 
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of  the  streamtube  at  inlet  and  outlet.  The  equivalent 
streamtube  depth,  h^ ,  replaces  and  is  taken  to  be  con¬ 
stant  over  the  n  dimension: 


AVDR 


s 

/  V2  COS  S2 

-  _  —— 

/  p.  V1  cos  s,  dn 
Q  x  1  i 


D-(2) 


In  practice,  uncommanded  variations  in  blower  speed  may 
be  experienced  during  the  time  required  to  survey  the  flow. 

As  a  result,  the  total  mass  flow  rate  in  the  wind  tunnel  is 
not  exactly  constant.  Measurements,  therefore,  actually  have 
a  weak  (and  undesirable)  time  dependence.  Equation  D-(2) 
assumes  all  measurements  are  taken  at  the  same  moment  in 
time.  More  precisely. 


s 

/  p„(n£  )  V  (n,t  )  cos  3,(n,t  )  dn 

a  4  O  Z  O  c.  Q 

AVDR  =  - -  D-  ( 3) 

s 

/  p1(n,tQ)  V1(n,tQ)  cos  3^(i, tQ )  dn 

Since  no  means  exists  to  take  all  measurements  at  once, 
the  time  dependence  of  these  terms  must  be  removed  in  some 
other  manner. 

In  Equation  D-(3),  each  integrand  has  the  dimensions 
(velocity,  density) .  Giving  the  integrands  the  symbol  m^, 
we  have: 
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AVDR 


D-(4) 


s 

f  m0(n,t  )  dn 
0  2  ° 

s 

/  m.  { n  / 1  )  dn 
0  1  ° 


Now,  assume  a  function,  can  be  found,  with  dimen~ 

sions  (velocity,  density) ,  such  that: 


f  ^  (n  ,  t) 


mi  (n ,  t) 
mref(t) 


ki(n) 


D-  ( 5) 


where  k.  is  not  a  function  of  time  (that  is,  it  is  not  de- 

i 

pendent  on  tunnel  air  supply  conditions) .  Furthermore, 


j  m„(n,t  )  dn 


AVDR  = 


AVDRL^'V) 

mref 


mref (to} 


/  m1(n,tQ)  dn 


D-(6) 


m  c  (t  ) 
ref  o 


Since  ^re£  is  not  a  function  of  n,  it  may  be  taken  inside 
the  integral,  so  that 


AVDR 


s  m, (n »t  ) 

J  "WV  dn 

s  m. (n,t  ) 

o1  tt?*1 


D-  (7 ) 


Now  consider  the  integrand  in  the  numerator.  By  equation 
D-(5),  the  integrand  is  not  a  function  of  time  as  long  as  m2 
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and  roref  are  measured  at  the  same  time,  tQ.  In  practice, 
where  discrete  measurements  are  taken  and  a  numerical  inte¬ 
gration  is  performed,  it  is  required  only  that  m2  and  mre£ 
be  measured  at  the  same  time  for  the  same  data  point.  In 
this  way,  m2  and  mre£  may  vary  with  time,  but  their  ratio 
(k2>  remains  a  function  of  n  only. 

Applying  the  same  argument  to  the  integrand  in  the 
denominator  in  equation  D-(7),  it  can  be  seen  that  this 
integrand  is  k1(n).  Furthermore,  there  is  no  requirement 
that  both  numerator  and  denominator  integrands  be  measured 
at  the  same  time,  since  each  is,  independently,  a  function 
of  n  only.  Therefore: 

s 

/  k2(n) 

AVDR  =  -  D-(8) 

/  k,  (n)  <3n 

0 

In  this  manner,  the  time  dependence  of  the  measured 
"velocity-densities"  can  be  eliminated. 

One  way  to  generate  such  a  "reference  velocity-density" 
is  to  establish  a  reference  velocity  which,  when  multiplied 
together,  form  a  quantity  which  satisfies  equation  D-(5). 

We  now  also  assume  8j_  and  82  are  not  t*111®  dependent.  This 
is  justified  by  the  assumption  that  small  changes  in  inlet 
dynamic  pressure  will  have  little  effect  on  the  air  angles. 
Then, 
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AVDR 


D-(9) 


s  p9 (n,t  )  v, (n, t  ) 

/  — rr2*-)'^ — tx2!-)  cos  3„(n)  dn 


pr8f(V 


'V  ,  t  ) 
ref  o 


V  (n,t  ) 

■)  •  (,7= - nry!  cos  3-,  (n)  dr, 

Vref (tl)  1 


s  p, (n,t. ) 

/  1 


where  subscripts  on  t  indicate  which  measurements  must  be 
taken  simultaneously. 

Subject  to  the  assumptions  that 

1.  The  air  acts  as  a  perfect  gas, 

2.  The  specific  heats  are  constant,  and 

3.  The  total  temperature  is  a  function  of  time  only 
(not  of  position  in  the  wind  tunnel) , 

the  following  gas  dynamic  relationships  can  be  used  to  express 
the  integrands: 


Pt[l  -  x2]17'^1 

D- (10) 

pt 

RT. 

D- (11) 

t 

X  V.  =  X/2  c  T. 

D-  (12 ) 

t  p  t 

where  subscript  t  refers  to  "total"  quantities,  and 
Vt  =  ^CpTt  is  the  "limiting"  velocity.  Then, 


V  =  (g^>  [1  -  X2]1/Y_i(X/2  cp  Tfc) 


Pt  X 

/t; 


[1  -  X‘] 


■5  W  ,  S2  c 
2,  1/Y-l  _ 


D-  (13) 

D-  ( 14 ) 
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so  that,  at  each  data  point,  the  integrand  can  be  written 
as 


m.  (n, t) 
inref(t) 


r2c 


P*.  (h/t) 

>  1/(y-1) 

— -  x,  (n, t)  [1  -xf  (n,t)]  /u  -b£  cos  3,  (n) 

/t^TET  11  r  i 


'ref 


(t) 


✓Tt(t) 


2c 


Xref^  ^  ”  ref  “5* 


D“  (15) 


or, 


nK  (n, t^ ) 
nT  ITt~T 


ref 


P*  (n,t..) 


=  ( 


v  "wr  X  (n,t  )  l  -x  (n,t  ) 

■  (o-— ttV)  t - k - ^cosB,  (n) 


'ref 


Pt_<V''WV'‘i-xJef(tj) 


D-  (16) 


so  that,  finally, 


AVDR  = 


s  pt9{n,to}  X.(nt)  1  -xl  (n,t  )  l/(y-l) 

/  - nr- r)(vJ — rz-r>  I - i - cos3„(n)dn 


(t 


'ref 


s 

I  ( 


(n, t  ) 


t1'M,‘'o/  x  (n,t,)  1  -x*(n,t. )  l/(y-l) 

x  <tV  rosSi(’,,d'1 

fcref  1  ref  1  1  Xref(tl) 


D- (17) 


The  final  assumption  is  that  the  plenum  pressure  satisfies  the 


conditions  imposed  on  P 


'ref 


,  and  that  the  conditions  imposed 


on  Xre£  can  be  satisfied  by  the  quantity 


ref 


' i  _  (  ref  )  (y-D/y 

ptref 


D- (18) 


where  p  -is  the  lower  wall  static  pressure. 
ret 
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No  testing  was  done  to  examine  these  last  two  assumptions. 
Consequently,  it  is  possible  that,  in  analyzing  the  data  in 
this  way,  the  time  dependence  of  the  measurements  was  only 
approximately,  and  not  entirely,  eliminated.  Elimination 
of  the  time  dependence  would  require  the  measurement  of 
reference  quantities  which  satisfy  equation  D-(5)  exactly. 

The  were  calculated  by  application  of  the  survey  probe 
calibration.  The  p  and  8^  were  measured  directly  by  the 
probe.  The  AVDR  was  calculated  by  numerical  integration 
of  equation  D-(17). 
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